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PREFACE 


'I’h(‘ Public. Analyst, the Analyst in general eonsulting 
prac.t ic(‘ and tlu^s l^hannaciBt frequently meet with problcniB 
which can only b(‘. natisfactorily and completely solved by a 
nkilk^d uh<‘. of microscopical methods. 

TIh^ majority of thenc problems arc neither bactcrio- 
logi(tal nor physiological and there is, at the present tinu':, 
no reliable book to which the analyst can refer for inform¬ 
ation with respt^ct to the methods employed for tlie 
mic.rosc.opical examination of the numero\;is miscellaneous 
substa.nc(^s that a.re brought in for analysis. Neither is 
Iherc^ any existing gukhi that will indicate the l)est standard 
worlds in which information about such matters may be 
found. '^riiiwS information is scattered in many volumes, and 
the necJCBsity for reporting in precise terms malccs it essen¬ 
tial, for the successful conduct of a general and consulting 
analytical practice, to l )0 able to find the exact details 
required. ‘ 

The following chapters contain an acc'<)ui1it of the methods 
whicdi the a\ithor has found rnos't ^gcmTally serviceabk^ 
<luring s(w<n’n.l years’ jmaetieal exp<'.ri(Viic(M>f such, analytical 
work. din*. sourc(^s of d<dailed information upon th(^ 
Hubj(Mds (k‘alt with an^ induiated by r(derenc(^ to the names 
of the va.rious authors (^om^iTiu^d and tlu^ titk‘H of tlnvir 
publications. 

No at'ix'nqd. bus b<‘(‘n ma.(k‘ to providi^. an <‘xha.ustiv<^ 
treat.numt of ah th<‘ mi(a’os(U)pic.a.I work that may l><^ 
(mcount.(a’<Hl ; the: book c.ontains no l)act(Tiology or (tlinic.al 
microsc.opy, nor (kx's it j)rovi<k‘ an atlas drawings. 
Mid hods for the systmtud-k^ study of typi(‘.a.l vegid able 
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structures by sections and in other ways have not been 
included ; an adequate exposition of this type of work can 
be found in Greenish’s Microscojpical Examination of Foods 
and Drugs and in Winton’s Microscopy of Vegetable Foods, 
The aim has been to open up new ground by studying the 
methods of approaching microscopical problems and to 
limit the application of these methods to investigations 
which cannot be satisfactorily completed without the use 
of the microscope. 

With the exception of figures 1, 6, 22, and 23 the illus¬ 
trations, many of which are original, have been specially 
drawn for this book, and of these all except figures 8, 9, 18, 
22, 37 and the five plates were first published in the pages 
of the Pharmaceutical Journal. I am indebted to the 
Editor of that Journal for placing these blocks at my 
disposal for use in the printing of this book. For Fig. 1, 
my thanks are due to Messrs. C. Baker, of 244, High 
Holborn^ and for Fig. 6, to Messrs. Watson & Sons, of 
313, High Holborn, London. 

My wife has drawn for me figures 2 to 5, 7, 11, 15, 16, 
21, 22, 26, 27, 36, 39, 43, 45, and the figures on plates A, B, 
D, and E. For the remaining figures I am responsible. 
This book had its origin in a series of articles upon 
Analytical Microscopy,” which were published in the 
Pharmaceutical Journal between March, 1920, and January, 
1921. Many readers have expressed a wish to see these 
published in book form, so that I have submitted them to 
a thorough revision and added a large amount of new 
matter in the hope that they may prove useful in book 
form to a still wider circle of readers. 

T. E. WALLIS. 


London, 1923. 
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CHAPTER I 


INTRODUCTIOK 

Limitations of the Microscope, The microscope often 
^yields information of first-rate importance in analytical in- 
’V'estigations, frequently such as cannot be discovered by any 
other* method. For this reason an extended and thorough 
^Acquaintance with microscopic structures and methods of 
"Working is of the greatest value to analysts. One must, 
however, remember that this information is always obtained 
hy increasing one’s power of sight, and hence microscopy 
is unable to give any effective assistance where quantities 
"Visible to the unaided eye can be made to yield the same 
x*esults. The practical utility of microscopical methods is 
■therefore limited in extent, and the results obtained are 
generally considered in connection with important factors 
obtained by other methods, so that one must be on one’s 
guard against expecting too much from a method of work¬ 
ing which is sometimes brought into disrepute when it is 
found that the performance does not meet the expectation. 

Subjects for Microscopical Investigation. In the 
hands of the analyst it is in the examination of the following 
groups of substances that the microscope finds its most 
important application :— 

1. Foodstuffs, such as flours, meals and sugars. 

2. Drugs and spices, especially when powdered. 

3. Galenicals, such as extracts, pills, powders, tablets, 

etc. 

4. Feeding cakes, farm seeds, etc. 

5. Jams and preserves. 
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6. Deposits from water (including the examination of 

plankton), urine, sewage, etc. 

7. Fibres used in the manufacture of fabrics, surgical 

dressings and paper. 

Nature of the Work. It is evident that a very varied 
knowledge of biological structures and much miscellaneous 
information are required by those who wish to become 
expert in the use of the microscope as an aid to analysis, 
and numerous type subjects covering the wide range of 
substances indicated must be systematically studied before 
one can hope to use the instrument successfully. Having 
obtained a general acquaintance with the methods of 
attacking the various problems likely to be presented, one 
is able to decide upon and carry out the preliminary studies 
necessary for any special investigation. In a general sense 
some work with authentic material is desirable before 
satisfactory deductions can be draAvn ; this work, however, 
is rendered much less laborious by making use of published 
drawings and descriptions, which frequently enable one 
who has had the necessary introductory practice to detect 
rapidly any foreign substance, and then, by comparison 
with material of known origin, the conclusions may be 
confirmed. When using atlases and drawings it is always 
desirable to adopt this method of confirmation in cases 
where foreign matter, whose nature is not immediately 
recognized, has been found, since from time to time one 
may come across structures which are normally present 
but have escaped description. 

In addition to these qualitative results it is possible in 
certain cases to make accurate quantitative determinations 
of the proportions of substances in mixtures of materials 
such as cannot be separated by chemical processes. 

The Microscope. The instrument to be used for so 
great a variety of work needs to be carefully selected ; it 
must be equipped with lenses covering a wide range of 
magnification', and should be provided with a substage 
condenser and a polariscope. A good stand with a large 
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plain stage is very suitable, and may be obtained from any 
of the well-known English firms, or one may prefer a 
microscope such as that shown in Fig. 1, where one move¬ 
ment of the mechanical stage is built into the stand, while the 
transverse motion is 
obtained by the use 
of a small detachable 
bar. If a perfectly 
plain stage is selected, 
some type of attach¬ 
able mechanical stage 
with graduations in 
both directions of 
movement is necessary 
for quantitative work, 
and is also a great con¬ 
venience for system¬ 
atic searching of pre¬ 
parations. A useful 
and fairly complete 
series of objectives will 
include the follow- 
ing IJ in., | or f in., 
i in., I in., all dry 
lenses, and jV in. oil- 
immersion lens. Three 
eyepieces should be 
pr o V i d e d :—A low 
power magnifying 6 
or 8 times, a higher 
power magnifying 
10 to 15 diameters, 

and a third ocular of moderate power having an ad¬ 
justable eye lens and a micrometer scale so as to facilitate 
the making of measurements. Of the objectives named, 
those which are most useful are the | or f in. and the in. ; 
a 1J- in. lens is necessary for some of the larger objects, such 



Fig. 1. —Baker’s D.P.H. Microscope, 
a suitable stand for i analytical work 
of all kinds. 
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as parts of insects and small seeds, and for rapidly examin- 
a slide as a preliminary to more detailed study. The 
i in. lens is particularly useful for urinary deposits, and 
the ,1^ in. for special cases where fine details must be 
observed, as in the examination of diatoms and of blood. 
A |>olariscope is of great service, and will frequently bring 
into prominence features that under ordinary circumstances 
would be entirely overlooked; this is especially the case 
with calcium oxalate crystals in powders. It is also 
invaluable for the identification of starch when one wishes 
to avoid the application of iodine. The most useful form 
< )f polariser is a simple one which drops into the ring-shaped 
cuirrior underneath the substage condenser. The analyser 
Hliould be made to fit over the eyepiece like a loose cap, so 
ilmt it can be rotated and quickly placed in position or 
riunovcid, and can also be rotated without disturbing any of 
ihi^ adjustments. Good descriptions and discussion of the 
d(d-ails of the mechanical construction of microscope 
st ands as well as a consideration of the optics of the instru- 
nuuit will be found in Spitta’s Microscopy. Smaller books 
g:ivuig similar information and also some directions for 
t.h(‘ {)ropai'ation and mounting of objects are Lewis Wright’s 
Popular Handbook to the Microscope, Cross and Cole’s Modern 
Microsco'py, F. Shillington Scales’ Practical Microscopy and 
B<Hdv’s The Microscope. 

Cieneral Arrangements. For work with the micro- 
Hcopc^ one needs a bench fitted in much the same way as 
for cdiemical work. A water supply and sink are necessary, 
alHo a number of chemical reagents and various flasks, 
(linheH, and other miscellaneous apparatus for the prepar- 
ittion of substances for microscopic examination. In the 
oixlinary analyst’s laboratory this is already provided for, 
aiul all that is required is to arrange a convenient table, 
phuaid in a good light, for the microsco];)e itself. The table 
nhould be of such a height that one can sit at it comfortably 
and use the microscope, when necessary, in an upright 
poHition without undue strain. It should be large enough 
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to accommodate the microscope, a lamp, material for 
drawing, and a number of bottles containing stains and 
mounting media. Such a table will be about 4 ft. by 2 ft. 
in area, and not more than 30 in. in height; one that is of 
the pedestal form and provided with drawers can be used 
as a store-place for all kinds of microscope accessories, 
such as glass slides, dishes, needles, drawing apparatus, 
etc. If the laboratory is so situated that it is possible to 
use daylight, the table should be placed near a window 
and preferably about two or three feet away from it, an 
arrangement which protects the table and anything placed 
upon it from injury when the window is opened, and from 
risk of disturbance when raising or lowering the dark- 
coloured blind with which the window should be provided. 

The special table should be placed near to the preparation 
bench, either in the same room or in an adjacent one. The 
microscope itseK should be kept ready for use at a moment’s 
notice, and the lenses most commonly needed should always 
be in position upon the instrument, which may be protected 
from dust and fumes by covering it with a bell-glass. For 
cleaning slides and cover-glasses it is a good plan to provide 
two glass or earthenware pots filled with water—a smaller 
one into which the cover-glasses are pushed when finished 
with and a larger one into which one may drop the glass 
slides. The use in this way of a separate vessel for the 
cover-glasses will result in saving many which would be 
broken if slides and covers were put into the same pot. 
Two small conical fiasks of about 100 c.c. capacity, fitted 
with indiarubber corks, through each of which passes a 
piece of q[uill glass tubing drawn out to a fine jet, are useful 
to keep a supply of alcohol and distilled water ready to hand 
upon the table. The lamp and bull’s-eye collecting lens 
should also be kept in position, so that, on lighting the 
lamp, everything is prepared for immediate use. 

Illumination. The provision of suitable illumination 
is worthy of special attention. Daylight is satisfactory 
for most ordinary analytical work, yet the difficulty of 
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securing a suitable position for the microscope table and 
the variations produced by the movements of clouds make 
it necessary and often preferable to use artificial light. 
An oil lamp with a half-inch wick is the most convenient 
and generally useful illuminant. Por those who prefer 
gas, an incandescent burner may be used; but the mesh 
of the mantle is apt to produce a confusing effect when 
sharply focussed for critical work. This difficulty is over¬ 
come for most ordinary work by using a ground glass shade 
(Fig. 2). The ground surface of the glass then forms the 
source of illumination, and can be focussed by a bull’s-eye 
and substage condenser in the ordinary way. 

The use of electric lamps, both of the filament and arc 
types, is strongly advocated by some. workers, chiefly on 
account of the greater convenience in cleaning and lighting, 
and also, in certain cases, because a Hght of much greater 
intensity is obtainable ; but the advantages do not appear 
to be so great as to make the use of electricity preferable 
under all circumstances. Most filament lamps are unsuit¬ 
able for use with a substage condenser, and one generally 
has to modify or cut down the light from an electric lamp 
by the use of screens and condensers before it will yield 
satisfactory results. A very useful and evenly distributed 
light for regular use is obtained by covering an ordinary 
filament lamp with a closely fitting cylinder of parchment 
paper, as shown in the accompanying figure (Fig. 2). The 
cylinder is made of a sheet of the paper, secured by a pin, 
and can be easily replaced when dirty or discoloured by the 
heat. A further improvement is obtained by enclosing 
the parchment paper cylinder in one of black paper from 
which a circular window, about 2 in. in diameter, has been 
cut. This adds greatly to the comfort of working, and 
does not reduce the light received by the microscope. 

The FulloHte ” lamp, in which an opal bulb replaces 
the plain glass bulb of an ordinary filament lamp, is an 
excellent source of illumination for regular use; it 
should, however, be screened by an opaque cover so as 
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to keep any glare of light from the eyes of the worker. 

When an oil lamp is used, it should be provided with a 
black iron chimney and a bull’s-eye ” stand condenser, 
by means of which an enlarged image of the flame is focussed 
upon the plane mirror of the microscope. The addition 
to the chimney of a small metal shade, supported by the 
grooves in which the glass window slides, shields the eyes 
of the worker from the direct glare of the light, and con- 



Fia. 2.—Incandescent Gas Lamp and Electric Filament Lamp 
for Use with the Microscope. 

stitutes a marked improvement to the chimney as ordinarily 
made. This small shade attachment is showm in the 
diagram (Fig. 3). The lamp should also be capable of adjust¬ 
ment for varying its height from the table. 

It is a great protection to the eyes always to use critical 
illumination, and if the yellow glare is unpleasant, the light 
may be softened by means of a neutral tint or pot-green 
light filter of suitable density. The light filter may either 
be supported in a special stand, or it may take the form of 
a circular disc to be dropped into the carrier of the substage. 
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The lamp and microscope should be arranged so that the 
flame, with its edge turned towards the microscope, and 
the mirror-ol the microscope stand at about the same level, 
while the lamp may he placed either at the left-hand side 
or directly in front of the microscope ; from many points 
of view, the left-hand position for the lamp is to be preferred. 
If one wishes always to have the whole field evenly illumin- 



Fig. 3.—Paraffin Oil Lamp with Iron Chimney and Metal Shade. 
Also a Buira-eye Condenser for uise with the Lamp. 

ated, the distance between the lamp and mirror must be 
less for lower-power objectives than for the higher powers. 
With quite low powers, it is best to use a special low-power 
substage condenser or to remove the front lens of the 
ordinary condenser. 

Critical Illumination. To obtain critical illumination, 
the condenser is first centred by making a small ink dot in 
the centre of the top lens of the Abbe combination, focussing 
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this spot with a low-power objective! 
the centre of the field by adjusting th^ 
the substage. The ink spot is cleaned 
placed on the stage, the object is focussed, an 
the lamp flame is brought sharply into focus by racking 
the substage up or down as needed. The bull’s-eye 
collecting lens is then placed near the flame, towards which 
its flat face is turned, and the enlarged image of the flame is 
focussed upon the under-surface of the substage condenser. 
This is best done by holding a small piece of white paper 
against the under-surface of the Abbe condenser, and 
moving the bull’s-eye lens until the flame-image is sharply 
focussed upon the paper, as seen reflected in the plane 
mirror. A little adjustment of the bull’s-eye lens, up or 
down or sideways, will now produce a lemon-shaped evenly- 
illuminated area in the field of view of the microscope, 
and one has the best illumination available—^i.e. critical 
illumination. 


Dark-ground Illumination. Dark-ground illumin¬ 
ation is in certain cases of the greatest value, as, for 
example, in the examination of crystals, diatoms, and 
some insect structures. Tor this purpose one uses a central 
opaque stop, which is conveniently made of blackened 
cardboard and is supported in a carrier immediately below 
the substage condenser. A larger stop is needed with a 
low-power condenser than with one of higher power 
(see Tig. 4). The condenser is adjusted in the way usual 
for ordinary illumination ; the stop is then placed in the 
carrier, which is swung into position under the condenser, 
when the object is seen as a self-luminous body upon a 
dark background. If the ground is not properly darkened, 
a slight adjustment of the focus of the condenser will 
remedy the fault. 

By the use of this method, structures which have nearly 
the same refractive index as the fliuid in which they are 
mounted can be made easily visible, and fine striations 
become evident. The best results are obtained with 
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objectives of low power, i.e. not less than | in. focus, and 
higher magnification is obtained by using eyepieces of high 
magnifying power. If one wishes to obtain dark-ground 
illumination with high-power objectives an immersion 
condenser of a special type must be used. These are often 
termed ultra-microscopic condensers, and are not much 
needed for ordinary analytical work. A good discussion 
of their construction and use will be found in ChamoPs 
Elementary Chemical Microsco][>y. 



Fig. 4.—^Discs to drop into the Carrier of the Substage to produce 
Dark-ground Illumination. 

The smaller disc is suitable for use "with an ordinary Abbd pattern condenser ; 
the large disc is required if the top lens of the condenser is removed. 


Other Apparatus. A certain amount of miscellaneous 
apparatus is necessary for microscopical work and is 
mainly such as is used for making botanical dissections. 
The instruments needed will include one or two scalpels, 
a pocket lens, a pair of fine-pointed scissors, one or two 
pairs of forceps, a camel-hair brush and some needles 
mounted in handles. If two pairs of forceps are selected, 
one should be a light, finely-pointed pair and the other a 
stronger pair with roughened tips. The needles should 
some of them be ordinary straight sewing needles, while 
others may be bent to suitable shapes by heating them 
red hot in a flame and bending them while hot as 
required, after which they are reheated to redness and 
tempered by dipping them quickly into cold water. Some 
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triangular glover’s needles will be found useful for certain 
kinds of work. A flat or slightly hollow ground razor 



12 5 4-5 6 7 


Fig, 5.—Dissecting Instruments, 





Fig. 6.—^The Speera ” Binocular Magnifier. 
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and a Bujyply of small dishes in the form of hollowed glass 
hkxdiB with covers will be found indispensable for handling 
and Htainiiijy sections. Drawings of these various articles 
iw shown in Fig. 5. 

Kor uakcd-eye dissections, a pocket lens will be needed, 
(HW. may use the ‘‘ Speera ” Binocular Magnifier (Fig. 6) 
ni(mnt(‘d like a pair of spectacles and made by Messrs. 
Watson & Sons of Holborn, London, W.C.l, which will 
also lx*; found invaluable for examining quantities of 
such as chicken foods and cattle cakes. 
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SIMPLE METHODS OF PRELIMINARY 
TREATMENT 

Necessity for Preliminary Operations. In a few 
instances only is it safe to assume that an examination of 
a substance without preliminary treatment will enable the 
microscopist to pronounce an opinion upon its composition. 
One might imagine that materials like starches, spores, or 
pollens could be sufficiently examined by the very simple 
method of mounting them in water or dilute glycerin and 
carefully studying the preparations. This operation should 
not be neglected ; yet, excepting in those cases where an 
entirely different substance has been either purposely or 
inadvertently substituted, it is probable that the worker 
would overlook small quantities of an inconspicuous ad¬ 
mixture. It is for this reason that one should devise some 
preliminary operations whose aim is to sort the material 
into various components, in each of which certain types of 
structures may be expected to become concentrated. 

There are many such methods wv’hich one is constantly 
using. Some of them are comparatively simple, such as 
sifting, kneading, sedimentation, centrifugation, and elutria- 
tion. Other methods are much more complex and involve 
a more drastic treatment of the material; such are pre¬ 
paration of crude fibre by digestion with acid and alkali, 
wet-washing by heating with strong sulphuric acid, treat¬ 
ment with a solvent and collection of the residue. Another 
group of operations aims at bringing certain constituents 
into prominence by colour reactions or by the use of 
chemical reagents whose action results in the formation of 
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products having a structure easily recognized under the 
microscope. To obtain such effects one may subject the 
material to various staining processes or to the action of 
certain chemicals either upon the slide, which is kept 
continually under observation on the microscope stage, 
or in test tubes as a preliminary to the microscopical 
examination. 

Sifting. The simpler processes may be considered 
first. Sifting is useful in a large number of instances. For 
example, weed seeds are commonly smaller than those 
among which they occur, and can be separated and con¬ 
centrated by the use of a sieve having a suitable mesh. 
The seeds so removed can be examined under a low power 
of the microscope without further preparation, and 
identified by comparison with standard specimens. In 
this way one can discover the seeds of harmful weeds, 
seeds of farm plants, seeds of poisonous plants, and seeds 
of weeds commonly found among farm seeds. Valuable 
assistance in such work may be obtained by reference to 
good photographs of seeds at known magnifications, such 
as are to be found in a useful little book entitled Impurities 
of Agricultural Seed, by Parkinson and Smith. The Board 
of Agriculture leaflets Nos. 326, 251, and 112 contain 
useful information upon the same subject. 

The chief points to be noted in examining seeds are the 
size, shape, colour, hilum, and surface markings, such as 
furrows, spines, projections, and reticulations. The wheat 
“ screenings ” used in making mixtures for poultry feeding 
contain large numbers of these weed seeds, and it is useful 
to be able to identify them when inquiries are made about 
such mixtures. Since much wheat comes from abroad, 
many of the seeds are those of foreign weed plants, and 
these, as well as seeds of indigenous plants, are figured in 
the work mentioned above. 

Spices for Cattle and Poultry. Sifting is also 
applicable to foods, meals, and spices for poultry and cattle. 
In dealing with such mixtures of smaller and larger par- 
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tides it is better to use suitable sieves than to reduce the 
whole of the material to a homogeneous fine powder, 
because the several fractions obtained will show a corre¬ 
sponding segregation of the various constituents which 
vary in degree of comminution according to their relative 
friability. Each fraction, if necessary, can be further 
powdered separately or treated by any of the methods 
suggested for general use. Certain poultry spices contain 
whole or broken insects added as an appetising relish, and 
these are easily separated by sifting. The following insects 


la 4 




Fig. 7. —Insects found in Poultry Foods. 

(1) Formica nifa, Linn, (la) Cocoon, and (16) Pupa of the same. (2) Notonecta 
undvXata, Say. (3) Corixa mercenaria, Say. (4) Berosm mexicanus. Sharp. All 
X 2. 

have thus been isolated and identified :—Red ants [Formica 
rufa, Linn.) and their “ eggs ” ; Mexican water-boatmen 
[Notonecta undulata, Say), various Mexican water-bugs 
[Corixa mercenaria, Say, C. Kollari, Eieb., G. edulis, 
Champ.), and a small Mexican water-beetle [Berosus 
mexicanus, Sharp). Drawings of several of these are given 
in Pig. 7. The Mexican water insects are most quickly 
identified by an examination of the very characteristic 
heads, which are removed by the sifting and in the case of 
the CorixcB are generally unbroken. 

These heads are triangular in shape, being broad across 
the top with a small black eye on either side and tapering 
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below to the rostrum and the piercing organs of the mouth. 
From back to front the head is narrow, being quite flat 
behind where it joins the thorax and curved in front. 

The legs, which can be easily picked out with the help 
of a lens, are also very specialized and show striking 
peculiarities, both in the case of the fore-legs, with which 
these insects produce a chirping noise, and of the hind-legs, 
which are fringed with long hairs so as to act as oars or 
paddles to propel the insect through the water. These 



Fig. 8 .—Corixa merceyiaria, Say. 

(1), (2) and (3), Front, side and back views respectively of the head ; p, compound 
eye ; a, antenna ; r, proboscis ; ‘p, pronotum ; b, the pala or fore-leg. (-1) The pula 
or fore-leg. (5) and (6), the middle and hind-legs respectively; c, the coxa ; d, 
trocanter; /, femur ; g, tibia; 7^, first joint of the tarsus. All x 8. 

details are shown for Corixa mercenaria, Say, in Fig. 8. 
Notonecta, the water-boatman, has a similar but larger and 
more rounded head, which is more apt to be broken during 
the preparation of the “ spice.” The head and legs of 
this insect are illustrated in Fig. 9. 

To prepare these insect parts for microscopical examin¬ 
ation, they are best boiled for a few minutes in 5 per cent, 
aqueous potash in a test-tube, then pour the contents of 
the tube into a dish and remove the legs, etc., on the point 
of a needle and allow them to soak in water for about half 
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an hour ; next boil them for a few minutes in glacial acetic 
acid in a test-tube and allow them to soak in the hot liquid 
for about 20 minutes. Pour out the contents of the tube 
into a dish, take out the insect parts on the point of a 
needle, place them upon a glass slide, add a drop of glycerine 
and cover them with a cover-glass. 





Fig. 9 .—Notonecta undulata. Say. 

(1), (2) and (3). Front, side and back views respectively of the head ; e, compound 
eye ; «, antenna ; r, rostrum. (4), (5) and (6). Fore, middle and hind legs respec¬ 
tively ; c, coxa; rf, trocantcr; /, femur; g, tibia: h, first joint of the tarsus. 
All X 8. 

Other Uses of the Sieve. Another way of using the 
sieve is for the removal of the more dusty portion from 
whole spices, such as pepper, or from broken leaves and 
similar substances. In the fine powder so separated will 
be found hairs, glands, and other minute structures, present 
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possibly in very small amount, but characteristic either of the 
substanceitself or of certain admixtures which might other¬ 
wise be overlooked. (See hairs of pepper, Fig. 38, p. 112.) 

Kneading. Kneading a substance in a calico or muslin 
^ bag under water or some other specially selected, liquid is 
a process closely akin to sifting, and is particularly applic¬ 
able to hours and other starchy powders. The turbid 
liquid produced by the kneading is allow^ed to settle, and 
the supernatant fluid is decanted. The deposit is washed 
two or three times wdth water by decantation, after which 
the starch is filtered out and allowed to drain until partly 
dried. The filter is then removed from the funnel and 
spread out, so that the starch may dry by exposure to the 
air. The au-dry product is kept for a while spread out on 
the filter paper in a warm place, and is finally removed from 
the paper, powdered, and stored in a specimen tube for 
future use. 

Flours made from damaged grain will yield a starcli 
showing numerous grains partially eaten away by enzyme 
action, and frequently also fungal spores will be found 
intermixed. A detailed examination of the starch gives 
information as to the constituents of the flour, and by 
making counts of the various types of starch grains present 
a very good estimate of the proportions of such constituents 
can be obtained. This problem will be more fully dis¬ 
cussed under the heading of Quantitative Microscoi)y. 

Drawings of some of the commoner types of starch 
grains will be found in Figs. 10, 17 and 18, where the 
starches are represented at a uniform magnification of 400 
diameters. 

Wheat Flour containing Barley and Maize. After 
the kneading of a starchy powder is completed the bag is 
opened out and stretched over a watch glass of suitable 
size, and the residue removed by a flexible spatula. In the 
case of the glutinous substance obtained from flours, acetic 
acid may be added to the residue in a flask. It is allowed 
to soak for a while to dissolve the bulk of the gluten, and is 
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then again poured into the kneading cloth arranged so as 
to hne the inside of an evaporating dish. The cloth is tied 
up, and the kneading proceeded with until the water leaves 
the bag clear. The residue is removed as before and 
reserved for microscopical examination. In this way one 
obtains a material closely resembling crude fibre ; but, 
from some points of view, in a better condition, because it 
has been subjected to a much less vigorous treatment. 
Here will be found concentrated the characteristic hairs, 
if any, of the cereal, and the various structures belonging to 
the pericarp and seed coats ; also the cells of the aleuronc 
layer and of the endosperm. 

The addition to wheat flour of small amounts, up t(^ 
about 5 per cent., of maize or barley flour is very difficult 
to detect by an examination of the flour without preliminary 
treatment. The best procedure to adopt is to sift the 
flour through a No. 80 sieve and examine the portion that 
fails to pass. This fraction contains the harder part of 
the maize and the more chafly portions of the barley, and 
should be well kneaded in a cloth fii*st with water, and then 
with diluted acetic acid. If the flour contains maize a 
microscopical examination of the residue in the cloth will 
now show small angular masses consisting of the harder 
part of the maize grain containing the closely-packed 
characteristic starch. If barley is present it can be defi¬ 
nitely identified by finding portions of the characteristic 
outer epidermis of the flowering glume, although it is 
impossible, owing to the similarity between the starches 
of wheat and barley, to detect barley with certainty by 
a simple qualitative examination of the starch. Tliesc 
details are described and figured by Greenish and Collin in 
their Anatomical Atlas of Vegetable Powders. 

Flour infested by Mites and Insects. Mites, 
“ worms ” or grubs, moths and beetles present in flour 
in small numbers such as would escape detection by a 
simple inspection, may be concentrated in a small quantity 
of the flour by sifting through a No. 80 sieve. These 
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creatures arc then, easily discovered by examining with a 
lens the residue on the sieve. '^Fhe most convenient 
way of looking for mites is to transfer the material to a 
glass tube, a.nd to scrutinize the contents of the tube with 
a hand lens in a good light. The suspexsted particles arc 
removed on the'. ])oint of a knife or a needle, and mounted 
in chloral })hcnol ((H|tial parts by weight of chloral hydrate 
and phenol crystals warmed together until liquefied), 
when the mites bcKiome cleared, and can be identified 
(see Fig. 11). 

The four following mih's have been reported as occurring 
in grain, flour and fodder : Tyroglyphus siro, Linn., the 
common choose-mite; TyroglyphuH lojigior, Gervais, a 
smaller tnite with a body longer in projiortion, and morci 
oblong in shape; Alrmrobius farince, Koch, the flour mite, 
which may bo recognized by the curious outgrowths upon 
tlio front logs of the male; and Glyciphagus sphiipaa, 
Koch, which has long feathered hairs. In addition to these 
one also finds the carnivorous mite CheyUtus erudii/u.s\ Latr., 
wJiich feeds upon the other weaker and smaller mites. A 
full description of these and other mites is given by A. D. 
Michael in his monograph on the British Tyroglyphidm. 

The occurrcmcc'. of acarids in flour has been recently 
investigated by Newstead and Morris (1920), who give 
their conclusions as follows : ‘‘ In the earlier Report by 
Newstead and Duvall (1918), the only acarid recorded 
from flour was Aleurobius far mm. A mori'. extended 
search has, however, revealed the irrcsenec of the following 
additional species : TyroglypJms longior, (hnwais ; llislio- 
gaslf.r mfmtiophagiis, .I.^ab()ull)CiK^ ; (Upciphagus fuscus, 
OiKh^rmins ; and (Ubv.ylvtiis eruditns, Sc-lirank. Of tluiso 
four spec.ies the first two an', of pr’imai'y iinportanee as 
they arc eapabli^ of causing eonsidivrablci damage to stonHl 
flour ; but tlu^y apjxNir i.o Ix^ nuKdi nion^ localized in their 
distribution, a.nd tlK'ndon' l(‘ss <l(‘stru(d.iv(‘ gcaieraily, than 
Akmrobius farlmr. a.pjx^a,rs to us that ilu'. injury causcxl 
by (Uyciplbagus fusous is negligibh', as in captivity the 
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females, although, 
less prolific than 


amply supplied with food, were markedly 
any of the other Tyroglyphids under 





Fig. 11.—^Mites found in Flour and Fodder. 
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observation. The predaceous Gheyletus eruditus occurred 
sporadically, but its presence did not appreciably check 
the ravages of those Tyroglyphids with which it was 
associated.” 

The grubs most commonly found in flour are the larvae of 
the moths Ephestia kuhniella, Zeller, and Corcyra cephah 
onica, Stainton. The larvae of the former moth have a 
pale pink tint, while those of .the latter are dull whitish. 
They spin silken threads which entangle their droppings 
(consisting of starch) into loose masses. The droppings 
may be found when the larvae themselves have been 
removed by sifting, and the fact that the flour is infested 
by the moth is thus revealed. 

Borkhausenia (also known as Acompsia or (Ecophora) 
pseudospretella is a third moth, whose larva is frequently 
found in flour and a great variety of other commodities ; 
it is, in fact, one of the commonest household pests. The 
drawings in Fig. 12 show the characteristic features and 
markings of these three moths, all of which more or 
less resemble the common clothes moth in external 
appearance. Details of the head with its palps and of the 
venation of the wings are given in Fig. 13 for the moth 
Borkhausenia pseudospretella Stt., to show the minute 
particulars which are necessary for the identification of 
such moths. The corresponding characters for other moths 
may be found in the works of Stainton, Durrant and 
Beveridge and of Meyrick quoted in the General Biblio¬ 
graphy. 

The wings of these moths are prepared for the examin¬ 
ation of the neuration by taking them from the insect, 
placing them upon a glass slide and removing the scales 
by gently brushing them with a camel-hair pencil dipped 
in alcohol. For purposes of reference, the wings may be 
allowed to dry on the slide and are then mounted as dry 
objects by applying a cover-glass and fastening it down by 
small strips of gummed paper. 

It is, of course, the caterpillars which do so much damage. 
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and drawings of two of these, with the pupa of one of 
and an enlarged drawing of the head of a third, to sh 
biting jaws, are given in Fig. 14. 



Fig. 12.—^IVIoths whose Larvse attack Drugs. 

(1) Corcyra cepJialmica, Stt. (2) Ephestia Mhniella, Zeller. (3) BorkhaiiSimui 
pseudospretellat Stt. All x 3. 

Three beetles are frequently found ; these are the grain 
weevils, Gakmdra granaria, Linn., and C. oryzcB, Fab., and 
one of the Ptinidoe, viz., Siiodr&fa panicea, Thoms., v'hich 
is closely allied to the “ death-tick ” or furniture beetle. 
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ATiobium domesticum, Eourc., and is sometimes known as 
Anobium paniceum, Pabricius. This same beetle is also 
often found in large numbers in parcels of drugs, and for 


O' 



Fig. 13 .—Borhhaiisenia pseudofsprctella, Stainton. 


H ead x 20. antenna; Ip, labial palp ; the rounded darkly-shaded area is 
the eye and the curved organ projecting from the head beneath is the proboscis. 
W'ings showing the neuration x 8. 
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“ *ng-ro„„ beetle ” (see 
aitiiwaite, PJiarm. Journ. 1910 [4] 31,580). 
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the furniture beetle these two joints are equal in length 
(see Eig. 15). 

The two weevils are recognized by their long proboscides, 
to which the elbowed antennse are attached; Calandra 
oryzce is distinguished by the four orange-coloured patches 
(represented by the paler areas in the figure) upon its 
wing-cases. Leaflet No. 206 published by the Board of 
Agriculture and Fisheries contains many interesting details 
about these weevils. The presence of any of these creatures 
in flour indicates deterioration by long storage. 



CHAPTER III 


SEDIMENTATION AND CENTRIFUGATION 

Sedimentation and centrifugation are processes producing 
very similar results, and in a general sense one can effect by 
sedimentation all that can be done by the centrifuge, but a 
longer time is needed for the operation. The centrifuge, 
therefore, finds its special use for dealing with Kquids, like 
urine, which putrefy rapidly, or for operations which must 
be carried out in a short interval of time. Sedimentation 
is most generally useful for the separation of material 
suspended in hquids such as water and sewage. 

The examination of deposits from urine is fuUy discussed 
in such books as Lindley Scott’s Atlas of Urinary Deposits, 
or Stitt’s Practical Bacteriology, Blood Work, and Animal 
Parasitology, or in the useful httle work published by the 
Chemist and Druggist, entitled Practical Methods of Urine 
Analysis, 

Collection of Water Deposits. In the case of drinking- 
waters, haK a gallon of the water is allowed to stand until 
the solids have settled to the bottom, and the clear portion 
is decanted into a second clean bottle. This should be 
done as soon as possible after the receipt of the sample of 
water, because many organisms quickly die and become 
disintegrated and unrecognizable if the water is kept for 
any length of time. The sediment and small amount of 
water remaining are well shaken up and poured out into a 
conical glass, and allowed to stand for a further period, 
during which the suspended matter collects in the apex of 
the cone. A portion of the deposit is removed by means 
of -a cylindrical dipping tube, and placed upon a slide for 
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microscopical examination. Wlien the deposit is very 
small in amount or is one that settles slowly, it is better to 
use a centrifuge, and the form of tube that is most service¬ 
able is that shown in the accompanying figure (Fig. 16). 
After whirling, the sediment is found in the 
small detachable tube, and when this is re¬ 
moved the bulk of the clear water remains in 
the corked upper portion. The deposit is 
transferred to a slide in the usual way, by 
means of a dipping tube. 

Dipping Tube. A dipping tube consists 
of a piece of quill glass tubing about 6 or 8 
in. long, having its rough ends smoothed by 
fusion in the flame. It is most convenient 
to have several such tubes of different 
internal diameters, so that one may select a 
tube suited to the size of the particles to be 
removed. When in use one end of the tube 
is closed by the foreflnger, while it is sup¬ 
ported by the other Angers and the thumb. 

The open end is dipped into the liquid until 
it stands over the object one wishes to ex¬ 
amine ; the forefinger is removed, and the 
object rises rapidly into the tube, when the 
Anger is replaced on the upper end and the 
tube is withdrawn from the liquid. It is Centrifug- 
often a useful plan to hold the tube vertically 
for a few minutes while the suspended parti- posits, 
cles settle into the drop which gathers at the ^ ^ 
end; this is then allowed to fall upon the 
slide, and a cover-glass is applied. Heavy 
sandy particles are not always easily brought into the 
dipping tube by this method, because they sink so rapidly 
that by the time the tube has been removed from the 
liquid the sandy particles have fallen from it to the bottom 



of the vessel. In such circumstances it is j. .useful 
to adjust the depth of liquid to abou^;?^^-;^^xy^ 
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placed the dipping tube over the sandy particles, remove 
the finger suddenly, quickly replace it, and withdraw the 
tube rapidly; the sand will not then have time to fall from 
the tube during the withdrawal, and is retained in the drop 
at the end of the tube by the surface tension of the liquid. 

Examination of the Deposit. The microscopical 
examination of a water deposit will not yield information 
of value in every case. Sometimes the deposit is of an 
indefinite character and very small in quantity, so that 
no exact conclusion can be deduced from its microscopical 
appearance. In the majority of instances, however, the 
deposit is sufficiently characteristic to allow definite infer¬ 
ences to be drawn. 

In ordinary circumstances the aim of the microscopical 
examination of water deposits is to obtain information 
relative to the origin and environment of a source of water. 
In most cases the knowledge gained is such as would be 
learnt by an actual inspection of the surroundings, if it 
were possible to visit the place from which the water has 
been taken. From this point of view the microscopical re¬ 
sults are most valuable, and frequently afford the key to the 
interpretation of chemical and bacteriological observations. 

It is therefore necessary to study the whole assemblage 
of plants, animals, and mineral particles noted during the 
microscopical examination of any specimen of water as a 
characteristic association, and to consider what are the 
conditions of which such an assemblage is typical. One 
must avoid drawing sweeping conclusions from the presence 
of any one particular organism, and it is not generally 
necessary to identify exactly the species of each organism 
present. What one does need is to be able to recognize 
certain types of deposits as indicative of particular kinds of 
environment. 

Types of Deposit. 

N.B.— The letters and numerals following the names of the 
organisms refer to the accompanying Plates and drawings. 
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The following ten types of deposit may he easily distin¬ 
guished :— 

1. Rain water. —Soot and atmospheric dust and the 
structures produced by the action of moisture and sunshine 
upon the dust particles. These structures will be such 
things as filamentous algae, fungal hyphae and fern prothalli, 
which develop from spores carried by the wind on to 
the roofs of the buildings from which the rain water is 
collected. 

2. Open spring oozing from grass land. —Green filamentous 
algae (B 8-14, 24), diatoms (A), and ciliated infusorians 
(C 21-27). 

3. Running water of a hrooh or river. —^Much sand or clay ; 
detritus of vegetation; nematode worms (D12), diatoms (A). 

4. Moorland water. —^Diatoms (A); desmids (B 1-7, 20, 
21); rotifers (D 7-10); sponge spicules ; brown indefinite 
matter not decolorized by hydrochloric acid; leaves of 
sphagnum moss. 

5. Pond water. —^Water-fleas (D 1, 4-6); nematode 
worms (D 12); larvae of aquatic insects, e.g. gnats (E 10); 
and Chironomus (E 12); green filamentous algae (B 8-14, 
24); diatoms (A); rhizopods, e.g. Amoeba (C 13); Arcella 
(C 15); and Trinema (C 16); brownish indefinite matter. 

6. Sub-soil water of river alluvium. —VorticeUae (C 21); 
Amoebae (0 13); bacteria (C 7-12); Paramoecia (C 25); 
gray indefinite matter; a httle sand and clay. 

7. Surface water. —^Water-fleas (D 1, 4-6); detritus of 
vegetation; nematode worms (D 12); diatoms (A). 

8. Contamination by household dust. —Cotton (Eig. 31), 
and wool (Fig. 29) fibres, especially coloured ones ; starch 
grains (Figs. 10, 17, 18); barbs of feathers (D 18, 19); 
flakes of skin. 

9. Contamination by sewage. —^White flakes composed of 
filaments of Cladothrix dichotoma (C 5); Beggiatoa (C 3); 
Bacteria (C 7-12) (such as large bacilli and spiriUa, both 
moving freely and in zoogleal masses); Vorticellae (C 21); 
Paramoecia (C 25); Euglenae (B 32). 
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10. Supply carried through an iron pipe, — Grenoihrix fila¬ 
ments (C 1), and an amorphous deposit of iron rust. 

Examples of Deposits. The following examples of 
deposits from waters show the kind of information that 
can be derived from their study. 

Deposit 1.—Black amorphous particles (soot); a little 
sand; green filamentous algae (B 8-14, 24); germinating 
fern spores ; Vorticellae (C 21); rotifers (D 7-10); fungal 
spores ; and a small amount of detritus of vegetation. 

The soot and other structures present are derived from 
atmospheric dust washed down by rain, and the deposit is 
typical of a rain water collected from the roof of a country 
house. 

Deposit 2.—Diatoms (A); ciliated infusorians (C 21-27) ; 
Spirogyra (B 12); Oonium (B 26); Conferva (B 8) ; Plan- 
aria alpina (E 2). 

The absence of sand and the presence of filamentous 
algse indicate a still pool produced by a gently flowing 
spring in a field, Planarian worms are common inhabitants 
of spring waters. 

Deposit 3.—Sand ; detritus of vegetation ; diatoms ; 
Paramcecium (C 25); and E^cplotes (C 23); rotifers (D 7- 
10); nematode worms {Anguillula Jluviatilis) (D 12) ; 
monads. 

This deposit was obtained from water collected from a 
small brook. 

Deposit 4.—Much sand ; numerous diatoms (A) ; detritus 
of vegetation; ciliated infusorians (C 21-27); water-fleas 
(D 1, 4-6); nematode worms {Anguillula flimatilis) (D 12); 
indefinite matter. 

This deposit was from the water of a river. 

The two deposits Nos. 3 and 4 are very similar, and arc 
characterized by sand in fairly large amount, detritus of 
vegetation, and diatoms. Amoebae, Vorticella3, and other 
organisms of stagnant water are absent. 

Deposit 5.—Diatoms {Tabellaria) (A 13); Gyclotella (A 
15); Gomphonema (A 7); etc.; sponge spicules (C 28); 
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rotifers (D 7-10) ; desmids {Teim&morus (B 2); Anhistr^ 
desmus (B 30) ; Oosmarium (B 17, 18); etc.; a few grains 
of sand; fragments of Sphagnum; brown, indefinite 
matter. 

The water yielding this cleposit was from a moor with 
sphagnum bogs. 

Deposit 6.—Sand ; diatoms (A); rotifers (D 7-10); 
Anguillula fluviatilis (B 12); detritus of vegetation; 
brown amorphous matter, not decolorized by hydrochloric 
acid (humus). 

The humus colouring matter indicates that the water is 
derived from a moorland source, and the other features are 
characteristic of a natural spring running from a hill side. 

Deposit 7.—Sand ; nematode worms (D 12); detritus of 
vegetation ; a few diatoms (A); rhizopods (Difflugia protie- 
formis (C 17—19); and Trinema (G 16); moss protonema; 
brown colouring matter of humus. 

This deposit is very similar to No. 6, but is modified by 
the presence of rhizopods, derived from swampy ground, 
bordering the channel which carries the water from the 
spring. 

Deposit 8.—^Numerous planarian worms {Planaria alpina) 
(E 2) ; a little sand ; barb of a feather (D 18, 19) ; fibres of 
cotton (Fig. 31); and wool (Fig. 29); some of the woollen 
ones being coloured red and green; pinewood tracheids. 

Household dust in the form of sawdust, fragments of 
feathers, and fibres from cloth shows that the water is from 
a well situated inside a house and badly protected against 
the admission of sweepings from the floor. The sand and 
planaidan worms indicate that the source is a running 
spring in a hilly district. 

Deposit 9.—^Vorticellse (C 21); detritus of vegetation ; 
largo ciliated infusorians (C 21-27). 

Deposit 10.—Indefinite matter coloured brown by iron 
rust ; numerous Paramoecia (C 25); and small Amoebae 
((J 13) ; numbers of large bacteria. 

Deposit 11.—A little sand; numerous GoUps (C 22); 
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(barrel animalcule); zooglea of bacteria (C 10); fungal 
filaments (C 2, 6); and spores (C 6); nematode worms 
(D 12); and small Amoebae (C 13). 

The three deposits 9, 10, and 11 are all characteristic of 
water from wells sunk in river alluvium, and the organisms 
present are generally colourless, and live in the mud of 
stagnant water. 

Deposit 12.—^Pine earth composed of cretaceous fora- 
minifera (see Fig. 27); a little indefinite organic matter 
and a few infusorians (C 21-27). 

Prom a well sunk in a pure chall^ rock. 

Deposit 13.—Larvae of aquatic insects {Culex, E 10, and 
Chironomm, E 12); detritus of vegetation; sand ; piece 
of semi-pulped paper ; rotifers (D 7-10); Amoebae (C 13) ; 
ciliated infusorians (C 21-27); diatoms (A); indefinite 
matter. 

These structures indicate the free access of surface 
water and of dust. The organisms present are mainly 
characteristic of pond life, i.e. stagnant, shallow water. 
The deposit was from a badly protected, shallow dip 
well. 

Deposit 14.—Chiefly sand, fine earth (clay), and indefinite 
matter, all coloured brown by iron oxide. Moth scale 
(D 13-17); dead mite ; dead water-flea {Cyclops) (D 1); 
detritus of vegetation ; spores of Septoria ; numerous large 
bacteria and oscillating filaments. 

This deposit resembles No. 13, but does not exhibit the 
characteristics of a pond. The presence of dead organisms, 
moth scales, spores of Septoria from decayed leaves, etc., 
shows clearly that it is insufficiently protected from access 
of dust, and that trees are in the neighbourhood. The 
water was from a well 72 ft. deep, provided with a windlass 
and bucket. 

Deposit 15.—^Diatoms (A); rotifers (D 7-10); Amoebse 
(C 13); ciliated infusorians (C 21-27); Crenothrix (C 1); 
filaments and iron rust. 

This was from a properly protected well supplied by a 
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spring carrying some surface water. The Crenothrix and 
iron rust are duo to the passage of the water through about 
thirty yards of ir’on pipe to the house. 

JMposit 1().—Brownish grey indefinite matter; sand; 
pa,rticl(\s of foriuniniferous chalk (Fig. 27) ; detritus of 
v(‘gctation ; dijitoniH (A); Oammarus pulex (E 5); a few 
starch grains. 

The. sand aaul foraminifera show that the water was 
()l)tain(^d from a well sunk through a clay soil into a chalky 
subsoil, while the organisms present indicate the access of 
surface water. 

Starch in Well Waters. The occurrence of starch 
grains in small numbers is not unusual in waters from wells 
in farming districjts. Most commonly the starch is wheat, 
barley, or potato, and some of the grains are often eroded. 
The starch is derived from stray grains of wheat, barley, 
etc., which have gained an entrance to the well. 

Occasionally the starch has a sinister significance; it 
will them occur in larger quantity, and other indications of 
a faulty c-ondition will be found, as, for example, a broken 
trough luuk^r the pump, where potatoes are washed in 
pr(q)aratioM for tlu^ kitchen, leading to a leakage into the 
well of both, wash water and starch. 

For the cdiaracteristics of potato starch, see Fig. 17. 

Identification of Organisms. There are cases where 
the complete identification of organisms is desirable, as 
in th(i (W(vnt of bad odours, choking of pipes, etc., being 
(‘.a,us(‘.d ])y specific organisms such as Asterionella (A 10), 
and (hr.no/Jhrix (C 1). There are also occasions when 
growths of Volvox (B 15), Cryptomonas (B 33), ^Microcystis 
(B !()) and other alg;c have rapidly developed in enormous 
C|uaiititi(,vs in rc^servoirs and. created alarm by their pres- 
ciu^c ; it is then inpxvrtant to be able to identify the plant 
and to give asHurjuiec as to its harmlessness or otherwise, 
and to suggest means ])y which such troubles may be 
avcvrtcid. 

Tdi(‘ full-j)ag(^ plaices inserted at the end of this section 
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give drawihgs of a la-rgc'; number of typical plant and animal 
organisniiS, by cornpa-riHon with which it will be possible 
to form some idea as to the nature of most of the micro- 
se.opic structures |)rescait in water deposits. The particular 
s|)cc;ies illustratcMl in the figures are those which occur 
fre(|u(Mitly iu drinking water supplies and will enable the 
worker, in most instances, to arrive at a fairly correct 
coiKilusion a.s to thti group or even the genus to which the 
organisms he is examining })olong. 

.b\)r further information and for the precise identification 
of organisms tlu^ worker should consult monographs dealing 
with special groups, such as Algce, Vol. 1, by G. S. West; 
Jiritinh Jfreahwatar Mhizopoda and Heliozoa, Vols. I to 5 
(Ray Society), by Cash and Wailes ; The British Desmid- 
amm, Vols. 1 to 4 (Ray Society), by W. West and G. S. 
West; and The Botifera, Vols. I and 2, by Hudson and 
Gosso. Sec also the books named under the heading 
“ Water Deposits ” in the general bibliography at the end 
of til is book. 

The drawings on the following five plates have been 
made with as small a number of magnifications as possible. 
Tlio magnifications used are 2|-, 20, 100, 200 and 400 
diameters and organisms of the same type are drawn to the 
same magnification so as to give an idea of relative size. 
In figuring the alga), it was necessary to use three magni¬ 
fications, viz., 400 for diatoms and 100 and 200 for other 
algic ; the drawings at particular magnifications are, how¬ 
ever, grouped together. 
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PLATE A. 

Diatoms commonly found in Drinking Waters. All X 400. After 
H. van Heurck. 

1. CymbcUa Ehreubergii, Kiitz., valve view- 

2. Nitzschia acicularis, Wm. Sin., valve view. 

3. Stauroneis Phoeniceiiteron, Elir., valve view. 

4 Navicula viridis, Klitz., valve view. 

6. JSfavicula oblonga, Kutz., valve view. 

6. Plenrosigma attenuatum, Wm. Sm., valve view. 

7. Goniphonema consfcricfcum, Ehr„ valve view. 

8. Cocconeis Pediculus, Ehr., valve view. 

8a. „ „ „ girdle view. 

9. Epithemia turgida, (Ehr.) Kiitz., valve view. 

9(1. „ „ „ „ girdle view. 

10. Asterionella formosa, Hassall, var. gracillina, valve view. 

10a. „ ,, „ „ girdle view. 

11. Eragilaria capucina, Desmazi^res, valve view. 

11a. „ „ „ girdle view. 

12. Diatonia viilgare, Bory, valve view. 

12a. „ „ „ girdle view. 

13. Tabellaria flocciilosa, (Eotli.), Kutz., valve view. 

13a. „ „ „ „ girdle view. 

13&. „ „ „ „ „ „ 

14. Amphora ovalis, Kiitz., valve view. 

14a. ,, „ „ girdle view. 

15. Cyclotella Kutzinglana, Chauvin, valve view. 

15a. „ „ „ girdle view. 

16. Melosira varians, Ag., valve view. 

16a. ,, „ ,, girdle view. 

17. Syiiedra Ulna (Nitzsch.), Ehr., valve view. 

18. Meridion circulare, Ag., valve view. 

18a. „ „ „ girdle view. 

185. „ ,, „ girdle view. 
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VLATK 

B. 


Algio iuid FlugoHatos £ouud ia Drinking Waters. 


1 to I(), X 100; 17 

to :k*3, X 200. 

f. 

CloMlrrliiin J(mula, JOhr. 

(Jhlorophyccic, Akontie, Dcsmldacofo 

• t 

'IVtiucimoruH graimlaniH (lirob.), Kail’s. 



with zyKOHporci 


I. 

Mlc.ra,Hl,(U'luH dontlciilata, Krcb. 

” ” 11 


M t* n with zy- 



Kosporci 

,, ,, „ 

(K 

lOuaHl.ruiu oblongum (Orcv.), Kalfs. 



wKh zj'gosporo 


8. 

Kblzooloaluui blaroglyphioiun, KiiU., l‘or- 



marly known as Conferva 

„ Isokontuj. 

U. 

H). 

a. 

l,:i. 

UlothrCt zonata (Web. ('ir. Mohr.), Kiltz. 
Vauchorla Hessllls (Vanch.) D.O. 

»» »» 

f> »> it a 

Splrog.N'ra portlcalis, Vauch. 

„ n »> in conjuga¬ 

tion 

„ Akontte. 

ii 

i:i. 


a. 

15. 

/ygiUMna stelllmiin (Vauch.) Ag. 

Volvox a.nmiK (Vauch) D.C. 

,, IsokontiB. 

10. 

MlcrocyHtis (Clatlirocyatis) auniglnosa, 



llenrrcy 

Cyanophyccie, Coccogoncje. 

17. 

(loHiuarluni Botrytls, Mencgh. 

Chloroiihycca), Akonteoe, Desmidaccte 

18. 

with 7<ygoHi)ore. 

9i 79 99 

ID. 

I'andorlna Monun (Mull.) Bory 

„ Isokontai. 

20. 

Stauastruin dlspar. 

„ AkontfB, Dcsmidacccc. 

21. 

StauaHt.rum punctulatum, Brob. 

5> »> »J 

22. 

HtMUKulcwnuis ipiadricauda (Turp.), Brob. 

„ IsokontiB. 

22. 

Anabofuui Klos-a<iiu», Jirobisaon 

Cyanoiihyceaj, Horinogoue!.c, 

24. 

Trllioiuuna bornbyclua (Ag.) Derb. & 



Hoi., fornnndy known as Conferva. 

Chlorophycca), Heterokontic, 

25. 

(jlcocystlc glgas (ICOtz.) .Lagorh. 

„ Isokonta). 

20. 

Conhini jiectoralo, Mull. 

» » 

27. 

Chlainydoinonas sp. {a) resting stage. 


28. 

INMllastrum Boryaiuum (Turp.) Monegh. 

» 

21). 

Clostoriuin parvaluiu. 

„ Akontw, Dcsniidaccao. 

8(1. 

81. 

Anklstrodcsmus falcatus (Corda) Kalfs. 
Desuvldlum Bwart/dl, Ag. («) and (6), 

„ Isokontae. 

einl views of the sanies 

„ Akontco, Dosmidacea). 

82. 

Buglena vlrldls, Ehronborg, (a) resting 

Plagellata. 


stage. 

88. 

84. 

Cryptomonas sp. 

Jdourococcufl vulgaris, Mencgh. or Proto- 

Chlorophyceuj, Isokonttc. 

oocens vlrhlls, Ag. 

85. 

Osolllatorla tenuis, Ag. 

Cyanophyceas, Hormogoneac. 
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PLATE C. 


Fungi and Protozoa. All X 200. 


1. 

Crenotlirix polyspora, Colin. 

Schizomycetes. 

la. 

Colony of young Crenothrix threads. 

„ 

lb. 

Trumpet-shaped sheath, with spores. 

n 

2. 

Leptojitrix ochracea, Kiitzing. 

jf 

3. 

Beggiatoa alba, Vaucher. 


4. 

Leptomitus sp. 

>> 

5. 

Cladothrix dichotoma, Cohn. 


6. 

Fusarium sp., spores. 


7. 

Streptococcus. 

Bacteria. 

8. 

Micrococcus. 

„ 

9. 

Bacillus. 


10. 

Zoogloea of Bacilli. 

„ 

11. 

Vibrios. 


12. 

Spirilla. 

„ 

13. 

Amoeba proteus, Xeidy. 

a and b, two positions of the same organism. 

Amoeboid Protozoa, 

14. 

Dactylosphaerium radiosura (Ehr.) Biitschli. 

n » 

15. 

ArceUa vulgaris, Ehrenberg. 
a, side view ; 6, under surface. 

$9 

16. 

Trinema enchelys, Ehr. 
a, front view; &, side view. 


17. 

DiflQugia Penardi, Hopk. 

» *» 

18. 

Difdugia ohlonga, Ehrenberg. 

» » 

19. 

Centropyxis aculeata, Stein. 


20. 

Actinophrys sol, Ehrenberg. 

» i> 

21. 

Vorticella nebulifera. 

a, extended ; 6, contracted, seen from above ; 
c, contracted, seen froni the side. 

Ciliate Protozoa (Infusoria). 

22. 

Coleps hirtus, Ehrenberg (Barrel animalcule). 
a, side view ; 5, end view. 


23. 

Euplotes Charon, Muller. Four positions. 


24. 

Lacrymaria olor, Muller (Swan animalcule). 

ji »> » 

25. 

Paramoecium aurelia, E. (Slipper animalcule). 


26. 

Pleurotrica lanceolata, Elir. 


27. 

Colpidiumistriatum, Stokes. 


28. 

SpongiUa lacustris/ Linn. Spicules. 

Porifera (Sponges). 
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PLATE D. 

Water-fleas, Rotifers, Moth scales, etc. 1 to 6, X 20; 7 to 15 
and 17 to 19, X 200; IG, X 100. 

1. Cyclops vulgaris. 

2. CyTpris virens, Jurine. 

3. Cypridopsis vidua, 0. F. Miiller. 

4. Sida crystallina, O. F. MUller. 

[ 5. Daphnia pulex, de Geer. 

6- Bosmina longirostris, O. F. Miiller. 

7. Rotifer macroceros. 

8. Rotifer vulgaris, Schrank. 
y. Proales tigridia. 

10. Philodina acuticornis, Murray. Dorsal view. 

10a. Philodina acuticornis, Murray. Lateral view. 

11. Chsetonotus brevispinosus, Zelinka. 

12. Nematode worm, commonly known as Anguillula 

fluviatilis. 

1.3. Seale of Papilio machaon (Sulphur yellow 
butterfly). 

14. Scale of Polyommatus argiolus (Azure blue 

butterfly), battledore scale. 

15. Scale of Polyommatus argiolus, ordinary scale. 

16. Hair-like scales of Tinea pellionella, the Clotlies 

Moth. 

17. Scale of Culex pipiens, the Common Gnat. 

18- Hooked pinna of a Goose feather. 

19a, 6, and c. Barbs of down feathers. 


Copepoda (Water Flea). 
Ostracoda. 

(3adocera (Water Fleas). 

Rot if era (Wheel Animalcules). 

yy yy 

Gastrotricha. 
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1. 

2, 

a. 

4 . 

5 . 
CJ- 

8 . 

1 >. 

10 . 

11. 

12 , 


13 . 

14 - 

Lr>. 


10 . 

17 . 

18 . 


PLATE E. 

Worms, Mites and Insects. 

Dendrocoleum lacteum, Oersted. 

Planaria alpina. 

Kais communis, Piguet. 

Asellus aquaticus. 

Gammarus pulex. 

Eylais (Eulais) extendens, Muller. 

Hydrachna geographica, Muller. 

Ephemera vulgata, Linn. (May fly), Larva. 
Hydrohius fuscipes, Larva. 

Culex pipiens (the common gnat). 
a, larva ; &, pupa. 

Gyrinus natator (whirligig beetle), larva. 
Chironomous dorsalis (harlequin fly), 
a, larva ; b, pupa. 

Eixa sp. a, larva ; b, pupa. 

Polymitarcys virgo (a May-fly). Larva. 
Simulium reptans. Larva, a, front view ; b, side 
view. 

Phryganea varia (the Caddis fly), larva. 

Corethra plumicornis (Phantom larva). 

dorsal view ; b, side view. 

Sialis lutarius, L. Larva. 


All X 2J. 

Turbellaria, Vermes. 

99 99 

Chsetopoda, Vermes. 
Malacostraca, Crustacea. 

Hydracarina (Water Mites). 

Insecta. 
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Sedimentation in Liquids Other than Water. In 

certain cases it is advantageous to use liquids of a greater 
or less density than water for effecting a concentration of 
constituents by sedimentation. For example, if one 
prepares a solution of common salt by dissolving 23 gms. 
of salt in 77 c.c. of water, it will be found that when a little 
is shaken in a tube with some ground roast coffee the liquid 
remains colourless, while the coffee floats almost entirely to 
the top. When ground roast chicory is similarly treated the 
liquid turns yellowish-brown, and the greater part of the 
chicory sinks. If, then, a coffee contains a smaller amount 
of chicory than is easily recognizable by making a simple 
microscopical mount, it can be rapidly concentrated by 
shaking the powdered coffee with the salt solution, allowing 
to stand for 15 to 30 minutes, and removing the floating 
layer by carefully filling up the tube with salt solution till 
it overflows and carries away all the coffee. The residue 
at the bottom of the tube will be found to consist almost 
wholly of chicory, which can be removed and examined 
microscopically. A mixture of two volumes of glycerin 
with one volume of water produces a liquid having a similar 
density to that of the salt solution described above. This 
diluted glycerin answers equally well for separating chicory 
from coffee, and will often be preferred because it is rather 
easier to prepare, and it leaves no solid residue on evapor¬ 
ation. 

The details of the structural elements by which coffee and 
chicory may be distinguished are described and figured 
on pp. 67-69. 

A similar method of procedure has been advocated by 
C. G. Hinrichs in a pamphlet entitled Method for the Troxi- 
mate Analysis of Powders, Especially Baking Powders. 
December, 1901. He separates a mixture like a baking 
13owder by shaking it with a chloroform-bromoform mix¬ 
ture, of density 1*8, and centrifuging. All the starch rises 
as a cream, and is skimmed off, filtered, washed with 
chloroform, dried, and kept for microscopic examination. 
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The residue which settled is now stirred up with other 
mixtures of chloroform and bromoform, gradually increas¬ 
ing in density, and the various floating layers separated 
and reserved for further examination. By this means it 
is possible to separate the various constituents in a pure 
condition and to say definitely in what combinations the 
different acids and bases were present. 

The use of the same process has been extended by Neto- 
litzky [Biochem>. Zeitsch., 1919, 93, 226-230) to the separ¬ 
ation of constituents of powdered drugs. For example 
quillaia bark contains a large amount of crystals of calcium 
oxalate, CaC 204 ,H 20 , which has a density of 1*83. These 
crystals will, therefore, sink in chloroform (density T5), 
while the less dense cellulose and cell-contents will float. 
Hence, by shaking finely powdered quillaia bark with 
chloroform, and centrifuging or allowing to settle, a deposit 
consisting of almost pure calcium oxalate in the form of 
crystals is obtained, and can be further purified by shaking 
with chloroform, carbon tetrachloride, or bromoform, or 
mixtures of bromoform with alcohol or ether. Netolitzky 
states that crystals from sesame seeds can be similarly 
separated, as also aleurone grains and other similar sub¬ 
stances, from various powdered plant products. 



CHAPTER IV 

ELUTRIATION AND THE USE OF SOLVENTS 


Application of Elutriation. Returning now to the 
discussion of methods of concentrating material for micro¬ 
scopic examination, the process of elutriation claims 
attention. This process may be regarded as a combination 
of partial sedimentation with decantation, by which means 
finer particles are separated from coarser or specifically 
lighter ones from those which are more dense. 

A good example of its application is found in the method 
of examining rice for facing. This is done by vigorously 
shaking a few grammes of the rice with a small volume of 
water, pouring off the turbid liquid, allowing this to settle, 
and removing a small portion of the sediment for micro¬ 
scopical examination. If the rice has been faced,” 
particles of talc will be found in the sediment, which should 
be compared with a standard preparation made by mount¬ 
ing an authentic specimen of talc in water. If the turbid 
liquid contains much starch, the talc present may be con¬ 
centrated by digestion with diluted hydrochloric acid, after 
which the mineral residue, if any, can be examined micro¬ 
scopically. 

Elutriation with water is also used to establish the 
foraminiferous nature of a chalky limestone. The lime¬ 
stone is gently rubbed under water with a camel-hair 
brush ; the turbid liquid is stirred up and allowed to settle 
partially. The smaller suspended particles are poured 
away with the supernatant liquid, and the foraminiferous 
shells are found in the residue. These shells have forms 
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similar to those shown in Fig. 27, p. 81. A satisfactory 
mount can be made by drying a portion of the sediment in 
a tube in the steam oven, adding some turpentine to the 
dry residue, and boiling to expel air. If a drop is now 
transferred to a slide and covered with a cover-glass the 
structure of the shells is clearly seen. To make a per¬ 
manent preparation, add a drop of xylol-balsam before 
applying the cover-glass. 

Sago and Tapioca. Sago and tapioca are most readily 
examined as to the nature of their starch by a similar 
method. The material is shaken vigorously in a test-tube 
partly filled with distilled water and the turbid liquid is 
poured off. After allowing time for settling, the starch is 
removed by means of a dipping tube, and mounted in 
dilute glycerine for microscopic identification. 

A variety of pearl tapioca is not infrequently sold as 
sago and an examination carried out as described would 
quickly detect any such substitution with absolute cer¬ 
tainty. The characteristic features of these two starches 
are shown in Fig. 18. 

Both starches consist of grains, the majority of which 
were originally compound, but have become largely 
broken into single grains during the process of manufacture 
of the commercial article. Sago starch grains are much 
larger, varying in size from 20 to 55 microns with a 
maximum of about 65 microns, while tapioca starch grains 
vary from 15 to 25 microns, reaching a maximum of about 
35 microns. Both starches show many muller-shaped 
grains, but sago starch grains are more ovate in shape, 
wliilci tapioca starch grains more usually sliow a circular 
outline. 

Treatment with Solvents. Another group of methods 
of treatment results in the removal from the material to be 
examined of certain constituents by the action of solvents. 
These operations arc best carried out by treating compar¬ 
atively large amounts of the substances in test-tubes, 
})eakcrs, flasks, or other suita])lo apparatus. The residno, 
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which is generally only a small proportion of the original 
material, is examined as to its mieroscopic strueivire. 



Starch Grains frora-Sa^o. 



Sfarcb • Grains • from Tapioca 

Fig. 18 . —Starch Grains from Sago [Metroxylon Sagii, Kott-b.) 
and Tapioca {Manihot utilismna, Pohl). 

The large grains on the right of the tapioca starch have been partially pcolatlnized 
by the heat applied in the process of preparation. All x 400. 

For the preliminary treatment of sugars, jams, honey, 
many lozenges and tablets and similar things, watc^r is a 
useful and sufficient solvent. 
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Sugars, Jams, and Honey. The insoluble matter 
from sugar of various kinds will almost always contain a 
few sugar mites, and in addition one may find fragments 
of wood, vegetable tissues, and, in dirty or carelessly 
handled and ill-stored samples, there will also occur such 
adventitious matters as starch grains, fungal spores, flakes 
of skin, and similar objectionable matters. 

Jams yield a deposit consisting of the more resistant 
jDarts of the fruits from which they have been prepared. 
These parts are the epidermis, which sometimes has char¬ 
acteristic hairs, as in the raspberry, the stones and portions 



Fig, 19.—Endocarp of Apple. 

X 200. 


of the calyx and other flower parts, such as the style 
in strawberries and raspberries. Owing to the vigorous 
boiling to which, the fruits are subjected during the prepar¬ 
ation of jams, all these structures are in an excellent 
condition for microscopic examination, and can be com¬ 
pared with material obtained from authentic specimens of 
the various fruits and with drawings such as are to be found 
in Winton’s Microscopy of Vegetable Foods. Apple pulp 
added to jam can often be identified by searching for pieces 
of the tough membrane (endocarp) from the core, which 
has a very characteristic appearance under the microscope. 
This endocarp (see Fig. 19) consists of elongated and lignified 
sclerenchymatous cells arranged in groups meeting at 
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various angles, and in two or more layers, with their long 
axes more or less at right angles to one another. The 
cells vary in length from SOpc to 210//, and in breadth from 
5/i to 12//, the lumen being represented by little more than 
a line. Occasionally one finds a cell with a much larger 
lumen and wider in proportion to its length. Another 
method for the detection of apple pulp in jams will be 
considered later (see p. 80). 

' Rhubarb in jam is recognized by the presence of large 
wood vessels with spiral, annular, and reticulate thickening, 
and cluster crystals of calcium oxalate, the diameter of 
which reaches 90//. There will also be found occasional 
prismatic crystals, some rather loosely formed clusters, 
and a few minute linear prisms. In some of the older 
books (vide Micrographic Dictionary) it is stated that 
rhubarb petiole contains acicular raphides ; but such is not 
the case. This error is noted by Solereder [Anatomy of 
Dicotyledons, II., p. 671), who states that large cluster 
crystals only are present. This is not quite correct, for, 
although most of the crystals are in clusters, one finds 
occasionally prismatic crystals, sometimes very well 
formed (see Fig. 20). 

Genuine honey, when dissolved in water, gives a residue 
consisting almost entirely of pollen grains, so that extran¬ 
eous matters of the nature of dirt—e.g. pieces of wood 
and fibres—are easily recognized. 

Lozenges, Tablets, and Pills. Lozenges and tablets, 
when soaked in water, become disintegrated, and yield 
their sugar and other soluble constituents to the solvent, 
while vegetable powders and insoluble ingredients form a 
sediment suitable for immediate examination, and for 
further treatment with other reagents, such as acids, 
chloral hydrate, acid and alkali, in succession, etc., as may 
seem desirable. To clear such a sediment with chloral 
hydrate some of the thick deposit is removed to a second 
clean test-tube by means of a dipping tube, and boiled 
with two or three times its volume of chloral hydrate 
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solution. The deposit from the chloral is obtained either 
by sedimentation or centrifugation, and is examined in 
the usual way. 

Pills should first be stripped of their coating by carefully 
paring it off with a sharp ki-fife, and the remainder is 



l^ia. 20 .—Structures from tlm Potiolo of Rhubarb (Rheum Bhap- 

oyiticwyi). 

p<i}\ parcucliyiiui, coiitaininfi crystals—luiniilar; a'S spiral; 

r<‘(,iciila(,(^ vessels; cr., prismatic; cr\ cluster; cn, loose cluster, with some small 
prisuiatic crystals of calciuiu oxalate; ep, epitlermls; at, stoma; {/I A, glandular 
hair. All x 200. 

dropped into water in a test-tube, and soaked until dis¬ 
integrated. The sediment is examined in water, and a 
part is removed to another tube, and boiled with chloral 
hydrate or treated with other clearing reagents, after 
which the new sediment is removed for examination. If 
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information is desired as to the nature of the coating, the 
parings should be soaked in water in a separate tube, and 
the deposit examined in the same way as the pill mass 
itself. Starch and talc are the most usual ingredients 
detectable by the microscope. Many trade pills are coated 
with talc only. Lycopodium spores (see Fig. 44, p. 128) 
and cinnamon powder are also occasionally used for dusting 
pills. 


CHAPTER V 

SOLVENTS AND CLEARING REAGENTS 

Parasites of Mange. A weak solution of caustic soda 
is another very useful reagent for the preliminary treatment 
of certain specimens. For example, in examining horse¬ 
hair, sheep’s wool, and other similar materials for mange 
parasites, it is a good plan to place a quantity of the hair 
and scrapings in a small beaker-flask with some 2 per cent, 
caustic soda solution and heat for an hour or so on a water- 
bath, the beaker being covered by a watch-glass and 
supported by its lip, so that it is entirely immersed in the 
steam. This treatment results in the disintegration and 
solution of the hair, skin, and coagulated blood serum, 
while the highly resistant chitinous skin of the mites is 
unattacked. Pour the resulting liquid into a test-tube or 
other suitable vessel and allow to settle; examine the 
sediment for mites. If one wishes to hasten the process of 
sedimentation a centrifuge may be used. The mites are 
thus concentrated into a small bulk, and the risk of missing 
them when few in number is greatly diminished. The 
mites of the three principal types of mange, viz., the 
symbiotic, psoroptic, and sarcoptic forms, are illustrated in 
the accompanying figure (Fig. 21). The most virulent 
form of mange is the sarcoptic ; next comes the psoroptic 
form, while the least harmful is the symbiotic variety. 
The mites are most readily distinguished by an examination 
of the suckers or ambulacra, as they are called, with which 
the legs are furnished ; enlarged drawings of these are 
given. 

Canned Fish and Fish Pastes. For the identification 



58 


ANALYTICAL MICEOSCOPY 



(1) Female. (2) Male of Psoroptes egui, Gervais. (3) Egg and (4) larva of the same. 
(5) Sy^nMotes equi, Gerlach, female. All x 40. (6) Second leg of female Psoroptes x 
100. (7) Second leg of Symbiotes x 100. (8 and 9) Ventral and dorsal surfaces 

respectively of female Sarcoptes equi, Gerlach, both x 40. (10) Second leg of the 
same x 100. 
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of the fish sold in tins, one uses the characters of the scales, 
an examination of which frequently yields valuable results, 
even when it is impossible to form a definite opinion as to 
the actual species present. Some of the scales, which are 
often very brittle, are carefully removed from the canned 
fish, cleared by cautiously warming them with 5 per cent, 
caustic soda solution, washing thoroughly with water and 
mounting in water or in dilute glycerine. 



Fig. 22.—Scales of Fish used for Tinning and Canning. 


(1) Anchovy, Engravlis encrasicholm. (2) Herring, Clupea Mrengus. (3) Pil- 
chard (Sardine), Clupea pilchardus. (4) Salmon, Sahno salar. (5) Sprat (Bristling) 
Clupea sprattus. (6) Cod, Gadm morrhua. (7) Hake, Merlucdus vulgaris. All x 3, 
after Essery. 


The scales of the fish that are commonly used for canning 
show wide differences in form and in detailed structure, 
as will be evident from the accompanying figures. It is 
wise to mount authenticated scales in glycerine jelly or in 
Canada Balsam and to keep them for reference ; when 
this has been impossible, the drawings would prove helpful. 

Eish pastes are more difiicult to handle and the following 
method of treatment is recommended by Essery in the 
Analyst for April, 1922 :— 
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“ The paste (about 10 grms.) may be mixed to a cream 
Math aqueous 5 per cent, sodium hydroxide solution and 
diluted to about 150 c.c., and the mixture gently warmed 
on a steam bath, Math frequent stirring. Under these 
conditions fragments of the scales and bones sink to the 
bottom, while the rest of the material becomes fiocculent, 
and can be decanted. The scale fragments are then 
washed tlioroughly by decantation, and examined in 
water. Although, as a rule, reserve is necessary in report¬ 
ing, in some cases the mere presence of bone and scale 
fragments is sufficient to indicate adulteration, as for 
instaiu‘-e their presence in lobster and shrimp pastes, where 
(tJiese a-nimals being crustaceans) their detection is clear 
cvidcmcc of admixture. A 2-in. power is usually sufficient, 
any higher power being seldom required.” 

Use of Solvents for Fats and Oils. Solvents such as 
chlorofoian, xylol, petroleum ether, and carbon bisulphide 
(aiabk^ one to remove fats from ointments and similar 
prcq)arations, and also from oily substances such as mustard, 
|)e])p(n*, cocoa, a.nd linseed. For this purpose extraction 
in a JSoxlilet’s extractor is the most thorough method, 
I)ut for powders like pepper and mustard one may shake 
the powder with the solvent, pour it upon a filter-paper 
supported in a funnel, allowing it to drain, and washing 
aM''ay iJie rivmaining fat by pouring on fresh quantities of 
the solvent. By these means a concentration of the 
jnedicament is elTectcd in the case of ointments, and a 
similar elTect is producc^d in a less degree upon the oily 
powders, which are also rendered more easy of attack by 
jupieous liquids during any subsequent treatment to which 
they may need to bo subjected. 

Clearing Reagents. Another group of substances 
])rodu(;c^H results very similar to that of actual concen¬ 
tration. These are certain elcuiring reagents, the most 
us(‘ful of which arc eJiloral hydrate and plumolic substances. 

Chloral Hydrate. The chloral hydrate solution is 
made by dissolving 5 parts by weight of chloral hydrate in 
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2 parts by volume of distilled water. The use of this 
solution is indicated when one wishes to bring about the 
expansion of collapsed cells and to dissolve certain cell 
contents, such as starch and proteid matter. When starch 
is present the material should be boiled with the chloral 
hydrate. Any space left under the cover-glass as a result 
of the boiling should be filled up by running in some dilute 
glycerin. This reagent is therefore very useful to make 
evident the structure of delicate tissues which, during the 
drying of vegetable substances, tend to shrink until the 
cell-lumina disappear. Chloral hydrate solution is gener¬ 
ally preferable to caustic soda or potash, because it produces 
less swelling of cellulose walls and is less destructive in its 
action upon certain cell contents, such as calcium oxalate. 
For all kinds of vegetable substances—whether fresh or 
di'ied or preserved in alcohol—chloral hydrate is the most 
generally useful clearing reagent; it clears and expands 
tissues without producing marked distortion, and it is very 
useful for exhibiting small crystals such as are found in 
the parenchyma of gentian root. 

Drug Extracts. Another instance of the use of chloral 
hydrate is for the identification and examination of extracts 
made from drugs. The details of the process are thus given 
by Greenish and Griffiths (Pharm. Journ., December, 1908, 
p, 834) :—0*2 gm, of the extract was triturated in a 
mortar with 5 c.c. of water ; the turbid liquid produced 
was transferred to a conical centrifuge tube and centrifuged 
for about two minutes. The supernatant liquid wffiich 
was still turbid was poured and the deposit stirred up 
—if necessary, with water—and again centrifuged. It was 
then mixed with chloral hydrate solution and once more 
centrifuged. The final deposit was mixed with one or 
two drops of chloral hydrate solution or glycerin, and small 
quantities transferred by means of a small pipette to a slide 
for microscopical examination.” Fragments of the tissues 
of the. drugs from which the extracts have been prepared 
are found in the material on the slides, and in this w'ay the 
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identity of the extract and its freedom from sophisi.ieation 
can bo established. 

Phenols. Among jjhenols, cresol and Ikiucvlicul phenol 
b(^h.av(^ very similarly; they produce less sw(^lling than 
(chloral hydrate, and are without destr'iictive acd-ion upon 
starch, which, however, is readily perietrat(‘.d by these 
])henolH, and is rendered so transparent as to l)e ])ra<*ti(ially 
Invisible, while the tissues themselves are cJeaidy d(>tine(L 
ICxamined by polarized light, the starch grains in sueli 
])r(‘.parations sliow a welLmarkc^.d cross, and crystals arc 
thrown into promiimncc. Licpiclicd ])hcnol is uscrful for 
Ji prchininary survey of any non-oily ])()wdcr, suc^h a,s 
si'll-raising (lour, ginger, aird many drngs, and is |)r(v|’('rabl(' 
t^o c.lovi^ oil in that it is mor*!'. (easily cleaiu'd o(T tlu'. slide's 
by mi'a ns of water. 

(k’(W)l, (uther alone or mixed with lialf its volunu^ of 
glye.i^rin, is a very useful reagi'.nt. Vegetable powdiu’s n.rc 
well eleariul by its use, and it is markc^illy su(^(H^ssful for 
showing the stnut/ure of ilensei' strueturi's sueh as th<^ 
bases of the hairs from the si'ed (u)at of mix vomica, the 
densi', massc's of sandy erysta.ls in belladonna leaves and 
root, and tlu^ largo elustcvr (aysi.als found in stnunonium 
a.n<l rhubarb. Crcisol is also very suitable- for jiolli'ns. 

Mountinj^ Insect Parts. It is oe-eiisionally lU'.exNssa-ry 
t-o j)i‘epa.re and mount [larts of iuseet-s. Koi* this jiurpose 
tlu^ structures are subj(*-eted to the eleaihig arciion of a 
Huiau^Hsion of clearing and dehydralhig a-genls a.nd ari'- 
linally mounted in Canada ba.lsa.in or* sa.n<hirac^ 

'!rh('. spc'iumenH a,r(^ first/ soakc'd in 10 ]>er cent, (‘austh^ 
soda until they arc'; thoroughly rihixi'd, alt.i'r which they 
ari^ waslied fri'.e from alkali by soaking in sevi'i'al I'lia-ngi'S 
of water. They ar<‘. then tra^nsfcuTiMl t-o glaeiaJ a.iu'i-it^ a-eid 
and, if they are to be mountiHl in Caimda l>a.lsa,in, they 
ari^ passed to phcuiol liquefied with ale.ohol a-nd t-him to 
hcmzol—or xylol-balsam. If tluy ari'. to be mountt'd in 
sandarac, transfer them from the glacial ae.etie acud in 
Hui'eoBsion to amylie a/lcohol, ])henol liijuefieil with a.mylie 
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alcohol and mount in amyl sandarac (see p. 74) by the 
exposure method. This is accomplished as follows : A 
cover-glass is supported on a cork whose diameter is 4 to 
6 mm. less than that of the cover-glass and the insect 
parts are taken from the amyl-phenol and arranged in 
position; sufficient amyl-sandarac is added to cover the 
object and the preparation is put aside, in a place free from 
dust, until most of the solvent has evaporated. Further 
quantities of mountant are added until the object is 
embedded in a layer of resin. A drop of amyl-sandarac 
is placed in the centre of a clean slide and a second drop on 
tlie resin covering the object; the cover-glass is carefully 
picked up and inverted upon the slide. If the mountant 
shrinks away under the cover, it is replaced by fresh 
quantities allowed to flow underneath by capillary attrac¬ 
tion. 

If the insect parts have an appreciable thickness, it is a 
good plan to select three clear glass beads about equal in 
thickness to the object to be mounted. These are attached 
to the cover-glass near its edge, at equidistant points, by 
means of small drops of the mountant. After allowing 
them to become fairly dry, one proceeds vuth the mounting 
in the usual way. 

Oily Powders and Ointments. Clove oil is parti¬ 
cularly useful for the preliminary examination of oily 
powders like pepper, mustard, linseed, etc., because the 
oily matter dissolves completely and the globules do not 
obsevure the other structures present. It causes no swell¬ 
ing, but has rather a tendency to harden and shrink tissues, 
it. has a great penetrating power, and gives very good 
c^dects with polarized light. Clove oil also shows no 
tcmdency to crystallize as is the case vith chloral hydrate 
and liquefied phenol, especially when it has been necessary 
to warm the preparations to gelatinize starch or to thor- 
ouglily expel the ah. The oil is best cleaned from the 
slides by wiping both the cover-glass and the slide vuth 
j)a])er and polishing with a duster. 


04 


ANALYTICAL MICROSCOPY 


Ointments can be readily subjected to a preliminary 
examination by placing a small amount on a slide and 
adding a drop or two of clove oil; a cover-glass is applied 
and the preparation is gently warmed. Any vegetable 
constituents, such as powdered galls or starch, are rendered 
transparent and easy of identification, while the fatty 
constituents become practically invisible. 

Crystalline Matter in Flour and Other Materials- 

Crystals naturally present in starchy materials or powdered 
crystalline chemicals added to starchy substances, such as 
is done in the preparation of self-raising fioms, are some¬ 
times difficult to detect by ordinary methods, partly 
because of their small amount and partly because they may 
be soluble in various aqueous clearing reagents. Phenolic 
substances have generally no solvent action upon these 
crystalline materials, while they render starch and proteid 
almost invisible. For these reasons a self-raising flour is 
most quickly distinguished from ordinary flour by examin¬ 
ing a small quantity mounted in cresol or clove oil, when 
the added crystalline matter is quickly recognized. An 
objection to the use of these mountants is that tests with 
ordinary aqueous reagents cannot be applied to such 
preparations ; but this does not detract from their useful¬ 
ness for a preliminary survey of a number of specimens. 
Chemical tests can be carried out in other ways, probably 
not microscopically. 

It is a useful practice also to examine cattle and chicken, 
foods in a similar way. Under these conditions material 
like Soya flour (see Fig. 23), which contains numerous 
small but characteristic crystals of calcium oxalate, and 
poisonous substances like hellebore, i.e. Verairum (con¬ 
taining bundles of acicular calcium oxalate crystals), may 
be identified by the ease with which the crystals become 
evident, especially if polarized light is used. 
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Fig. 23.—Powder of Soya bean, Glycine hispida, Maxim. 


(1) Palisade epidermis and bearer cells in transverse section. (2) Palisade epider¬ 
mis in surface view from above, {2«) The same from below. (3) Palisade epidermis 
and bearer cells in surface view. (4) Aleurone layer within seed-coat in surface 
view. {4a) Gl'he same with compreased parenchyma in section. (5) Isolated bearer 
cells and portions of such cells. (6) Upper layer of double epidermis from hilum, 
in surface view. (7) Modified parenchyma and sclerenchyma from region of hilum. 
(8) Tracheids from hilum-furrow. (9) Epidermis and underlying cells from flat 
face of cotyledon. (10) Epidermis and underlying cells from rounded face of 
cotyledon. (11) Epidermis of flat face and palisade cells of cotyledon in trans¬ 
verse section. (12) Palisade cells from cotyledon. (13) Epidermis and cells of 
mesopbyll from rounded face of cotyledon. (14) Cells of mesophyll of cotyledon ; 
al. aleurone grains ; ol. oil globule ; cr. calcium oxalate crystals. All x 150. 
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MOEE VIGOEOUS METHODS OF PEELIMINAEY 
TEEATMENT 

Crude Fibre. More vigorous methods of treatment 
are frequently used for the destruction of cell contents 
and certain other constituents of substances, resulting in 
a concentration of the residual and more highly resistant 
particles which are often also very characteristic in appear¬ 
ance, and particularly useful for purposes of identification. 
Two of the most important and most largely used of these 
processes are the preparation of crude fibre and the making 
of a wet ash. 

For the examination of all kinds of starchy materials, 
like flour, pepper (see Fig. 38, p. 112), ginger, and many 
drugs, as also for dark-coloured substances like cofiee and 
chicory, one should prepare a crude fibre with a view to 
obtaining the cellular structures in a good condition for 
microscopic observation. Two largely-used methods are 
employed for this purpose, both of which involve alternate 
digestion with boiling acid and alkali. The treatment with 
acid converts starch to glucose or oxalic acid, which is 
removed in the washings, while proteid and much dark 
colouring matter is dissolved and removed by the action 
of the alkali and the subsequent washing. 

The more rapid process, known as the “ Dutch method,” 
consists in boiling about 2 gms. of the powdered substance 
in a 100 c.c. porcelain dish with 50 c.c. of 10 per cent, nitric 
acid for thirty seconds, and straining out the residue by 
filtration at the pump through a fine-meshed cloth (Hor- 
rockses’ longcloth M2 is very suitable). After washing 
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well with about 100 c.c. of boiling water, the material is 
removed from the cloth and again boiled in the dish for 
thirty seconds with 50 c.c. of a 2*5 per cent, caustic soda 
solution. The fibre is strained out and washed at the 
pump, and a small quantity is mounted for microscopical 
examination. The damp fibre is easily and completely 
removed from the cloth used for the filtrations by stretching 
the material tightly, like the membrane of a drum, over 
the rim of a watch-glass and scraping off the fibre by means 
of a flexible spatula. 

The method most commonly used in this country and in 
America is to boil in succession with diluted sulphuric acid 
and solution of caustic soda. The strength adopted for the 
solutions is 2 per cent, in Great Britain or 1*25 per cent, in 
America. About 2 gms. of the powder is boiled for half an 
hour with 125 c.c. of 2 per cent, or 200 c.c. of 1*25 per cent, 
sulphuric acid in a conical flask. The decoction is strained 
through a piece of fine cloth and washed with hot water 
at the pump; then it is boiled in a similar way with the 
caustic soda solution, strained, and washed again. It is 
a good plan to complete the process by a final treatment 
with acid, followed by straining and w^ashing. 

Whichever method is adopted, it is necessary to remove, 
by a preliminary treatment with a suitable solvent, the 
greater part of the fat or oil present in such materials as 
cocoa and mustard. (See above, p. 60, “ Use of Solvents 
for Eats and Oils.”) 

Coffee and Chicory. The accompanying figures show^ 
the characteristic features of the fibres yielded by coffee 
(Eig. 24) and chicory (Eig. 25). The large, pitted woody 
elements and the laticif erous vessels make it an easy matter 
to identify chicory when mixed with coffee, which consists 
chiefly of the powdered endosperm, composed of isodia- 
metric parenchyma wuth large oval pits. The w'oody 
tissues normally present in coffee are the sclerenchymatous 
cells of the seed-coat and the vessels from the raphe, 
neither of w^hich resemble the woody elements of cliieoiy. 
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Use of Nitric Acid. Nitric acid of sp. gr. 1-42 diluted 
to five times its volume by the addition of water is a useful 
reagent for the separation of the epidermis of leaves and 
stems. The leaf is cut up into pieces about J in. (6 mm.) 
square, or a stem is cut into |-in. lengths, and the material 
is boiled gently with the diluted acid until the epidermis 
can be separated readily. This is tested by removing a 
portion and endeavouring to strip ofi the epidermis upon 
a slide ; when this can be easily accomplished, the actio]i 
is stopped by pouring the contents of the test-tube into 
water in a beaker. The epidermis from both fresh and 
dried leaves can be separated by this process, which is in 
many ways preferable to the use of potash or soda, because 
the acid produces less swelling and distortion of the walls. 

This diluted nitric acid gives very good results as a fluid 
for softening liard woody tissues, such as olive stones and 
coco-nut shells. To bring such refractory structures into a 
condition fit for cutting sections one boils them with the 
dilute acid for a few minutes, and then allows the material 
to macerate in the acid at a gentle heat until a portion 
removed and washed with water is found to cut with 
sufficient ease ; this will take two or three hours. When 
finished, soak in several changes of distilled water and 
reserve for sectioning. 

The softening action of hydrofluoric acid is less destruc¬ 
tive to the tissues than that of nitric acid, and this acid 
is therefore more commonly employed ; details are given 
below (see p. 71). 

Schulze’s Maceration Fluid. In conjunction with 
potassium chlorate, nitric acid diluted with an equal 
volume of water forms the liquid known as Schulze’s 
Maceration Fluid, and is used to disintegrate hard woody 
substances such as olive stones and other nut shells and 
pieces of wood. The fluid dissolves the substance of the 
middle lamella, and the pieces of macerated tissue can then 
be broken up into their constituent cells by teazing them out 
in water with needles. The best way to carry out the 
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:s to cut the material into small pieces and heat 
c to the boiling-point with the diluted nitric acid, 
% little powdered potassium chlorate, and allow 
>11 to proceed, warming gently, if necessary, to 
a slight effervescence. Fresh quantities of 
potassium chlorate are added as needed. When 
■ tissue appears to be almost entirely bleached, 
a tendency to fall to pieces, it should be tested 
g a piece with a glass rod to see if it can be broken 
Light pressure, and should this be the case, the 
bopped by pouring the contents of the flask into 
siter. Allow the material to settle, and decant 
i liquid ; add a fresh quantity of distilled water, 
Dak for a time, and decant again, repeating the 
itil the acidity is removed. The material can 
ken up on the slide and examined microscopically. 

LC and Nitric Acids. Another method of 
ells, which injures them less than the chlorate 
3 to steep the material in an aqueous solution 
10 per cent, of nitric acid and 10 per cent, of 
dd (chromic anhydride). The action is continued 
see of the material can be easily broken up with 
pon the slide. One may hasten the action by 
Tbut better results are produced in the cold, 
acid is sometimes used in place of the nitric 
gives a reagent which acts rather more rapidly 
»en preferred. 

; instances this mixture of acids may be usefully 
fairly thick sections, which are mounted in the 
ad, after standing for a suitable length of time, 
ce separated by gentle pressure upon and a sliding 
} of the cover-glass. 

luoric Acid. Olive stones, coco-nut shells, 
aes and hard woods are commonly softened for 
by maceration in commercial hydrofluoric acid, 
softens the cell walls by dissolving out any 
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mineral matters and silica that may be present, but it does 
not attack the middle lamella, so that the cells of the 
softened tissues do not fall apart. 

In a general way, the woody structures are first thor¬ 
oughly boiled with water until all the air has been driven 
out. After cooling, the pieces are transferred to the 
commercial hydrofluoric acid and allowed to soak until, 
after washing with water, they are found to cut easily 
with a knife. This will usually take a week or two, and if 
the material is still too hard it must be macerated for a 
further period until sufficiently soft to cut easily ; the 
maceration may need to be continued for as long as six 
weeks and the acid may need to be changed for fresh during 
the process. 

The pieces, after thorough washing in several changes of 
water, are stored in a mixture of equal parts of glycerine 
and 30 per cent, alcohol, and after a week or so they will 
be in a condition suitable for sectioning. 

The maceration in hydrofluoric acid must be carried out 
in dishes made of paraffin wax or in glass dishes coated all 
over with wax. Great care must be taken, in using the 
acid, to avoid getting any on the fingers, as it quickly 
makes very troublesome burns. No pain is felt at the 
time, but after a while much pain and swelling result and 
sores difficult to heal are ultimately produced. 

Hydrochloric Acid. Hydrochloric acid of specific 
gravity 1-16 diluted by the addition of four times its volume 
of water is a valuable reagent for the removal of starch 
from powders. For example, one may wish to isolate 
mites, such as Aleurobius farince, from a specimen of infested 
flour. For this purpose one boils 2 to 5 gms. of the flour 
with about 100 c.c. of the acid until hydrolysis of the starch 
is complete. The liquid is then centrifuged and the deposit 
washed by pouring off the supernatant liquid and centri-. 
fuging a few times with water, after which the deposit is 
shaken up with 5 per cent, caustic soda solution, centric 
fuged again and washed several times with water, Thq 
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final deposit consists almost entirely of mites, wliicli may 
be permanently mounted by placing a drop on a slide, 
adding a drop of glycerin jelly and a cover-glass. 

Disintegration by Caustic Alkali. Caustic soda or 
potash in 2 to 5 per cent, aqueous solution is a reagent 
having a solvent action upon starch and proteids and also 
a strong softening and disintegrating effect upon cellulose. 
Lignified and cuticularized walls are much less readily 
attacked, and hence this reagent is used to isolate such 
elements when they occur in association with cellulose 
tissues and with starch and proteids. Barks (which in the 
commercial sense consist mainly of phloem tissues), seeds, 
and leaves, are the most important plant organs which 
exhibit such characteristics, and it is for the isolation of 
the more resistant parts, viz., fibres, sclerenchyma, latici- 
ferous tissue and cuticles, of such structures that caustic 
alkali is most largely employed. One must bear in mind 
the swelling action of the reagent, which is most disturb¬ 
ingly evident in the case of a leaf epidermis (see above for 
remarks upon the use of nitric acid). 

The material to be treated is cut up into small pieces and 
digested in a beaker flask with some of the alkali on a 
water-bath until a portion removed and dissected upon a 
slide shows that the action has been carried far enough. 
When this point has been reached, the liquor is decanted 
and the softened material is washed by steeping it several 
times in fresh quantities of distilled water so as to remove 
the alkali. 

Caustic soda or potash has a strong solvent action upon 
all kinds of animal structures, and is useful to dissolve 
away much of the softer parts of insects and to soften and 
modify the chitin in such a way that the structures can be 
later subjected to the action of strong clearing reagents 
like turpentine and clove oil without undergoing movement 
or shrinkage. In such cases, after washing with water, 
any remaining traces of alkali and water are removed by 
subsequent treatment with glacial acetic acid. 
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Wet Ash. The preparation of a wet ash is particularly 
useful for determining the presence of agar-agar jelly in 
jams, jujubes, and other similar products. From such 
commodities one can isolate the diatoms and sponge 
spicules by the following process :—Treat from 5 to 10 gins, 
of the jam on a water-bath with about 40 c.c. of diluted 
hydrochloric acid (one volume of acid and two volumes of 
water) until the jelly is destroyed. Filter through a small 
filter-paper (about 5*5 cm. in diameter), and wash two or 
three times wdth water. Allow to drain ; fold up tlu^ 
paper with the residue of the jam, and allow it to fall into 
20 c.c. of strong sulphuric acid in a hard glass digestion 
flask; add 10 gms. of potassium sulphate or anhydrous 
sodium sulphate, and heat until colourless, as in the process 
for the estimation of nitrogen. When colourless, cool, 
add water, and separate the siliceous matter by centrifuging 
the liquid. The residue consists almost entirely of sponge 
spicules and diatoms, which can be transferred to a slide 
by a dipping tube and identified microscopically. Other 
products are treated in a similar way, with such slight 
modifications as will readily suggest themselves. 

Agar-Agar. A standard specimen of diatoms and 
spicules from agar-agar can be prepared by using about 
2 gms. of agar and proceeding as directecl above. The 
accompan 3 ring figure (Fig. 2fi) shows the diatoms and 
sponge spicules obtained from a specimen of ordinary strip 
agar. 

Permanent preparations are made by decanting tlu5 
water from the deposit, and washing two or three times l)y 
decantation or centrifugation with alcohol. A little of thc 3 
deposit is removed by a dipping tube, placed on a slide, 
mixed with a drop of amyl-sandarac (sandarac, 32 gms. ; 
castor oil, 4 c.c. ; amylic alcohol, 64 c.c.; see Wallis, 
'' The Use of Amylic Alcohol and Sandarac in Microscopy,” 
Joum. Quekett Micro. Club, April 14, 1919, p. 13), and 
exposed to the air to allow the bulk of the alcohols to 
evaporate, after which the cover-glass is applied. If one 
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prefers to mount in Canada balsam, the alcohol is drained 
off, and the residue dried by heating in a steam oven. To 
the dry deposit add turpentine, and boil. A small drop of 
the turpentine with some of the flinty particles is transferred 
to a slide, a drop of xylol-balsam added, and a cover-glass 
applied. 

Although one has found diatoms in jams on several 
occasions, Arachnoidiscus is usually absent. This fact 
would seem to indicate that the filtration or clarification 
to which the jelly is subjected results in the removal of the 
large diatoms, while the smaller ones pass through the 



Fig. 26. — Diatoms and Sponge Spicules from a specimen 
of Agar-agar. 

X 200. The large discoid diatom is Arachnoidisevs Elirenhergii. Two sponge 
spicules are seen lying one over the other on the extreme left of the drawing, and two 
others, separate, on the right. 

filtering medium. To test this conclusion I prepared an 
agar-agar jelly and filtered it through a piece of flannel. 
A wet ash was made both from the filtrate and also from 
the portion left on the flannel. A microscopical examin¬ 
ation of the siliceous residue from the wet ash showed, 
in the case of the filtrate, large numbers of sponge spicules 
and small diatoms, with a complete absence of Arachnoid¬ 
iscus, while numerous specimens of this diatom were found 
in the ash from the portion retained by the flannel. This 
experiment shows that filtration of jam through flannel or 
felt would result in the removal of discoid diatoms of the 
Arachnoidiscus type. 
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It has been stated by Parkes (Analyst, 1921, p. 239) that 
diatomaceous earth is sometimes used for the clarification 
of jams and that diatoms may be present from this source. 
Hence care must be exercised in concluding that the finding 
of diatoms indicates the presence of agar jelly. The result 
should be confirmed by carrying out chemical work upon 
the gelatinizing power of the jelly. 



CHAPTER VII 


MICROCHEMICAL TESTING 

Scope of Employment. The chemical reagents which 
are of real service in the regular course of analytical micro¬ 
scopy are quite limited in number. Among the more 
important are those termed clearing reagents, several of 
which have already been considered. Other substances 
serve as tests for certain widely distributed cell contents 
which are identified either by undergoing solution in the 
test liquid in a characteristic manner or by acquiring some 
distinguishing colour. Reagents which produce precipi¬ 
tates, although useful in particular instances, and especially 
in the examination of sections of tissues, are not so generally 
serviceable in analytical investigations. 

Microchemical testing, in a general sense, carried out on 
the lines of ordinary qualitative chemical analysis, is only 
to be recommended in very special circumstances. Such 
work is not always to be depended upon to give a final and 
complete answer as to the identity of the substance that is 
being examined. It is useful when the amount of available 
material is very small and under circumstances where the 
number of possibilities makes identification in the ordinary 
way hopeless unless one can test boldly with a definite 
object in view, as is the case when a preliminary indication 
has been obtained microscopically. The microscope is 
also properly employed in chemical analysis to ascertain 
the crystalline or amorphous nature of a sublimate or 
precipitate or of a residue left after the evaporation of a 
solvent. Used in this way the microscope is of the greatest 
value as an aid to ordinary chemical analysis, especially in 
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toxicological investigations and in other instances where 
only minute quantities of material are available. 

Application of Reagents. There are two principal 
methods of applying reagents, viz.:—(1) To mount the 
object in the reagent Just as one would in water, and (2) 

. to irrigate the specimen with the test liquid by drawing it 
across the preparation beneath the cover-glass by means 
of a piece of blotting paper. Por this purpose a drop of 
the reagent is placed on the sKde against the edge of the 
cover-glass while the blotting paper is applied to the 
opposite side, thus drawing a stream of liquid across the 
preparation. The advantage of the irrigation method is 
that one can watch through the microscope the whole 
progress of the reaction, and one thus obtains a clearer 
idea as to the appearance of the particles both before and 
after the application of the test. In the process of irri¬ 
gation, however, the reagent becomes diluted in its passage 
beneath the cover-glass, and should therefore be applied 
in a more concentrated form than when the object is 
mounted directly in the test liquid. For instance, a 
twentieth-normal solution of iodine is most suitable for 
irrigation, while one that is ten times weaker is more suit¬ 
able for use as a mountant. Similarly, a stronger liquid is 
needed for the irrigation or treatment of sections than for 
testing particles that are not enclosed within cell walls. 
For example, a 33 per cent, acetic acid should be used for 
testing calcium carbonate in the form of cystoliths, but a 
10 per cent, solution is quite strong enough for testing 
foraminifera or isolated crystals such as occasionally occur 
in water deposits. 

A reagent may often be applied by a method similar to 
irrigation without the use of blotting paper, which is apt to 
cause too strong a flow of fluid across the slide, and some¬ 
times produces an inconvenient disturbance of the partich's 
under observation. This is eflected by having a minimum 
amount of water under the cover-glass against the edge of 
which a drop of reagent is placed. The drop ijnmediately 
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begins to flow underneath by capillary attraction. By 
manipulating the slide under the microscope one is able 
to watch the approach of the liquid to any special particles 
and to obserre all the changes which occur as the proportion 
of reagent present gradually increases. 

In making all such experiments great care must be taken 
to avoid injury to the microscope—both the objectives and 
the stage. Generally speaking, low power objectives (not 
less than f in, or 17 mm. focus) give sufficient magni¬ 
fication for this kind of work, and their use not only lessens 
risk of damage to the instrument but also gives a consider¬ 
able working distance between the objective and the slide, 
resulting in greater freedom for manipulations upon the 
microscope stage. The use of objectives having a focus as 
short as ^ in. or 4 mm. is necessary in certain instances only 
for the examination of products resulting from the reactions 
carried out upon the slide, so that the experiment can be 
made under a low power lens and higher powers are used 
subsequently if necessary. 

Iodine Water. Iodine is the most important of aU the 
reagents used for microchemical testing. A suitable 
solution is obtained by diluting 5 c.c. of decinormal iodine 
to 100 c.c. with distilled water, or, for use by irrigation, 
the decinormal volumetric solution should be diluted with 
an equal volume of water. Iodine colours starch blue and 
imparts a yellow colour to aleurone, skin flakes, and animal 
matter in general. 

When examining water deposits a portion should be 
mounted and irrigated with iodine solution, which throws 
into prominence starch grains, to the occurrence of 
which reference has already been made (see p. 35), 
and also has the effect of slowing the movement of 
infusorians, and so making them more easily identifiable. 
Eventually infusorians, rotifers, and similar organisms 
contract and die, and are stained yellow. Waters some¬ 
times contain skin flakes and other animal products, such as 
fibres of wool, all of which are stained yellow by the iodine. 
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When such materials are present in abundance they indi¬ 
cate contamination by slop water, since water in which the 
hands have been washed contains these substances in large 
quantity. 

Iodine is valuable for the identification of apple pulp in 
jams. The test made under the microscope is far more 
certain and more delicate than that usually recommended 
of treating the decolorized jam with iodine in a test-tube. 
It is best to place a small piece of the jam pulp upon a slide 
with the point of a knife and to mix it with a little iodine 
water, then apply a cover-glass and examine. Some of 
the large rounded apple-pulp cells invariably show blue- 
stained contents. The conclusion may be confirmed by 
searching the washed jam tissues for pieces of apple core as 
already suggested above (see p. 53). 

The deposit from solution of sugars (see p. 53), will also 
repay treatment with iodine, which stains starch grains hnd 
skin flakes, which are often present when the sugar has 
been unnecessarily exposed to the dust of the shop and to 
excessive handling. 

Acetic Acid. Acetic acid is most frequently employed 
for the recognition of calcium carbonate, and its distinction 
from calcium oxalate. The test is useful for all water 
deposits containing crystalline matter or shells of fora- 
minifera. A preliminary indication of chalky foraminifci*a 
is obtained by examining the deposit by reflected light, 
all light from below the stage being cut off by interposing 
the hand between the mirror and the stage. Under these 
conditions the foraminifera (see Fig. 27) appear as white, 
rounded, and spirally twisted masses, which are then further 
tested by irrigation with 10 per cent, acetic acid, which 
dissolves them with a simultaneous evolution of gas. It is 
interesting to note that the bubbles of gas frequently do 
not form upon the chalky i)articles themselves, but gradu¬ 
ally collect in the liquid at a short distance away. 

A useful way of preparing microscopic crystals of calcium 
carbonate for studying the action of acetic acid ui)on this 



MTCROOHEMKIAL 1"E81"rNG 


81 


suhst.aiic.c uiul(‘r the microHc.opo ih to pa-ss ('.arlxm dioxido 
through wa.t(T iu wJiieh hoiik^ j>r(uiipitatc(l chalk jk 
hus[>(‘ih1(‘<1. Ou boiling the lilUuxal. solution oik‘- obtains 
a. (Icj)osil> of srnah, crystals of (calcium (^a.rbonat(^ well Huitixl 
for a.n (^xpcM’inuuital inie.roseoj)icjaJ study of the action of 
a.e(‘ih‘. a.cid upon e.rystahiju^ <xirbona,t(‘S. 

lilood TevSt. For ih(‘- idcnitilica/tion of hlood on(‘. 
nnninls a. fragnuuii. of the dried, blood, with glacial acadh^ 



27, (^n'fac'.c'ouH Konimininu’a from a, Water 

X ‘.JOO. 'riicy nrr Hlurn'ii uh H(‘(‘U hy r(illocl,(‘(l The rornm hi(’ln(l(‘. 

HIH'diiHMis ol’ (^foliiffci'inti iiiui TextuUmu, 

a,<‘hl a.nd boils il^ gently. On (tooling a-nd (‘xa-inining with 
th(‘ nncrosc.op{% da.rk rial (trysl.als of liaunin (known also 
as lM<litna.nn’s c.rysi.a,ls), s(atn und(vr tint ctovxtr-ghiss. 
If lh(^ blood is fa.irly fntsh gla-chd aod.ict acid aloiu^ is sufli- 
(l(‘n(., bull if l.h(t si.ahi is a.n old on(‘, a- stna.ll erysia.l of 
sodium (thlorid(‘ is a.dd(‘d a.s wvll a.s tlu^ actid a-nd tluui th(^ 
mixiunt is boihal. 

Hydrochloric Acid* Hydrochloiht add of spctcilic. 
gra.vity 1*1(> is us<vful n.H a <tl(‘a.ring ixaigimt b(x*.aus(‘. of its 
strong solvimt. pow(‘rs ; it< d(‘s(.roys stMirdi a.nd dissolv(‘H 

Vt 







82 


ANALYTICAL MICROSCOPY 


both calcium oxalate and calcium carboiuito, the former 
without evolution of gas. Calcium oxalate is insoluble in 
acetic acid, which fact, together with its solubility in 
hydrochloric acid, serves for the identification of this 
substance. 

Vegetable sections treated with hydrochloric acid are 
cleared of starch and nmny other cell contents, and nuclei 
become clearly defined. 

In connection with the examination of water deposits, 
hydi’ochloric acid yields valuable information. When a 
red-brown amorphous-looking material is present it is 
often important to determine its nature, and this can be 
done by noting tlie action of liydrochloric acid upon it. 
The experiment may be carried out on the slide, or a 
quantity of the deposit may be transferred by means of a 
dipping tube to a test-tube, and gently warmed with strong 
hydrochloric acid. The clarified deposit is allowed to 
settle, and a small amount is removed and examined in 
the usual way. The red-brown matter may be iron rust or 
fine red earth or peaty material. If it is iron rust, there 
wiU be an entire absence of residue, or a little indefinite 
amorphous matter may be left. When the deposit is red 
earth, the residue consists of nearly colourless particles of 
sand and very fine earthy matter (clay), and when peat is 
present the brown colour is not d(Nstroyed, and the deposit 
has much the same appearance as before its tr(^atnu‘nt 
with hydi'ochloric acid. 

Caustic Soda Solution. A 50 per cent, solution of 
soda or potash is used as a test for suberized cc^ll walls, 
which become yellow when mounted in the reagemt, a-nd on 
boiling they are replaced by yellow oily drops. 

Caustic soda in 10 ]}ot cent, solution is an im|>ortant 
microchemical reagent. It dissolves starch and alcnu’oiu^, 
and causes more or less swelling of most V(‘.geta,bl(^ 
tissues. It is therefore often used as a clearing r(‘,agent, 
although for general purposes chloral hydrate is to be 
preferred. It is also used in the examination of oil- 
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<uikos, ciiiilo and poultry I’oodK to aid in the idcnti(ic‘.a- 
tion of piec(^s of Kood coats ]>iclv(Hl. out from tlumi by 
hand. Such ;])ortionH of , seed (‘.oats arc^ macc^rakul in 
ih(^ alkali to nmder soparablc^. th<^. va.rious laycvrs ol: (ulls, 
so tliat tlun’r stnuttun^ may bo studicid and (!()m|)arod with 
similar pr(^|)a.j’ations from a.uth(mti(*. materials, fra.g- 

immt.s of s(*(‘d coa.ts a.r(^ c.ovon'd by tlu^ soda, solution a.nd 
a.llow{‘d 1.0 soa.k for about an hour, a.ftta* which th(\y aj'o 
thorou/i;hly broken up by (-(‘a-zin^ Cuan out witli iitaHlkss ; 
diluto glycerin is tluai added and a (a)V(‘r-glass. 
a.c.i.ion of tlu^ a,lkali may b(‘. ha.steiK‘d by luaiting tlu' fr‘a.g- 
nuaits with tli(‘. solution in a b(ai.k(‘r-(la.sl( on a, water-ba.l.h 
until a. pi(H*.(^ taken out is found to b(^ suHuacaitly sorbaual 
to br(‘a.k up ea.sily. 

A common ingredient of mixed cakes a.nd poultry spiccss 
is llu^ carol), or loc'.ust bcnin, the fruit of Otmilonia Hiliqud, 
L., N.O. Lc^guniinosm, whkjh is a-lso statcul to ]>o addend in, 
(piantity to inferior c.luxjolate. The pr(\sence of these 
b(‘a.ns (am b<‘. (^sta-blisluxl by moistening a little of the 
powchu* upon th(‘ slide with aleohol and mounting it in 
ca,ustie. soda, solution, ; this giveas a greenish-blue coloration 
to th(^ r(vnm,i*l<a.bl(‘ brown, amorphous bodies, sonudiines 
t(‘rm(‘d indusions ” or wrinkhxl bodi(‘s,” found in the 
edis of tlie husk of tlu^ [)od (s(x^ .Fig. 28). Th(^ blue colour 
gra.dua,lly dex^pens in tint and (Iia.ng(‘s on long standing 
to purple, and linally, a.fter a hipse of twelve to tw(‘nty- 
four liours, be(a)!n(‘S rcxl-brown. Th(‘S(^ wrinkkxl bodi(‘s 
ar<‘ insoluble in wat(U’, a.ku)hol a.n(l glycau’in, and in 
a(‘(‘(ic, hydrochk)ri(% a.nd dilute sulphuric, adds. Similar 
sirueiur(‘s ha.v(i b(‘(‘n found in e(a'ta.in otlua* plants, 
such as ta.ma,rinds, da,l.(^s, a.nd th(‘. h‘a.v(‘S of 
cdiharUca, 

H<‘S|)(‘ridin is a.notluu* subst-a-iux^ i(kail.ilia.l)k‘. by ca.usli(^ 
alkali. It (XHUirs in c-rysta.ls a.nd a.morphous ma..ss<‘s in 
ora.ng(^. ])<‘d, budiu kaa.vu's, luanlodv {Co'whuju) and oth(‘r 
pIa.ni.H ; it is insoluble in wa.ttu*, a.Icohol, (thioral hydi'a.<.(% 
strong hydrochloric, acid, nitric^ a,(ad, and dilul(‘d sulphuric 
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acid, but soluble with the production of a yellow coloui* in 
solution of caustic soda or potash. 

Dilute caustic soda, which is without action upcni 
vegetable fibres, will dissolve animal fibres such as sheep’s 
wool and is a good reagent to aid in their identification. 
The material is mounted in 5 per cent, aqueous caustic soda 
or potash and the preparation is gently boiled, when animal 
fibres dissolve entirely. 

Picric Acid. A saturated solution of picric acid in 



Fig. 28.—Irregular, Brown, Amorphous Bodies from tho Husk of 
the Carob Bean, Ceo'atonia Slliqua. 

X 100. 

water (soluble 1 in 50) will stain animal fibres yellow, wliih^^ 
cellulose fibres remain uncoloured. This reaction is vtny 
useful for examining mixed materials such as gra-y liltcu’ 
papers or bandage materials such as “ domette ” bandages 
To search for wool or animal fibres in a gray filtcvr* pap(u*, 
take about a square inch of the paper, tear it up into viu’y 
small pieces and put it into a test-tube about on(‘-thir*d 
filled with water ; shake vigorously until a uniform {uilp 
is produced. Remove a small piece of tlic puli) ori the 
point of a needle, mount it in saturated aqueous solution 
acid and allow to stand for five or ten inimitc's, 
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wash tho libix'. two or tiircc times by irrigation with dis- 
i.ilkxl wa/tca* a.iul (examine the preparation !nicros(‘.o])ieally 
wiien all the animal fibres are clearly distinguislicd by tlunr 
l)righi- y(‘llow colour. The ])reeise identity of th(^ fibres 
|)r(‘S(‘nt e.a.n only he known by comi)arison with good draw¬ 
ings and with styandard preparations of authentic libn^s. 

axuiompanying liguro shows the appeararuic of siux^p's 
wool und(vr th('. microscope. 

In a. simihu* way oiu'. can exa.mine tlu^ librcvs in the warp 
and the weft of a picxie of domeite bandage. Al)out a 



I<’iu. 20. of SIi(M'|)’h Wool. 

X 2(11). 


,j in. is e.ut olT from a thnxid of the wa,rp a-nd of the wcvft ; 
(‘a.ch is f4xi7XHl out sepa.ra.t(^ly u|)on a glass slidi^ a.n(l mountcxl 
in picnic. a.e.id solution. Afttn* allowing the mount to sta.!id 
for a. bnv minuti(\s, wash by irrigal-ion wilh wal.cn* a.nd 
('xa.min(‘ mie.ros(‘,o|)i(ndly, ''.the librx^s of tlu‘. welt, i.e. those^ 
thrc'a.ds whidi run through tlu^ length of the bandages, 
should b(‘ (mtirxiy of wool, a.nd those^ of l.h(‘ wurrp, ia\ those', 
thre'a.ds running t.ramsve'rseiy, emtireiy of e.otton (sex^ Kig. 
31, p. Hb, for a. dra-wing of erothon libn^s). 

Sulphuric Acid, Strong sulphuric^ acid of speediie^ 
gra.vity 1*8'I3 is th(‘. be'st nnigemt. for the idemtilieaition of 
sub{‘ri/A'd tissue^s. '‘fhe seudrion is mountexl in the acid, 
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which gradually dissolves away all the structures except 
those that are suberized, so that the cuticle and any other 
corky walls present are the only parts that remain after 
the preparation has stood for some time. Cotton hairs 
are also completely dissolved by an acid consisting of 
eighty volumes of strong sulphuric acid and twenty volumes 
of water. 

In conjunction with iodine, a fairly strong sulphuric acid 
forms an excellent test for cellulose. The acid should be 
made by mixing two volumes of the strong acid (s.g. 1*843) 
with one volume of water, and the iodine is conveniently 
prepared by diluting one volume of decinormal iodine to 
five volumes with distilled water. The section is mounted 
without a cover-glass in a drop of the iodine solution, and 
after a few seconds the iodine is removed by blotting paper ; 
a drop of the sulphuric acid is now applied and a cover- 
glass. Under these conditions the cellulose walls swell up 
and are stained blue. 

Calcium Oxalate. A weaker solution of sulphuric acid 
is used as a test for calcium. A suitable reagent is obtained 
by diluting one volume of the strong acid to ten volumes 
with distilled water. This test may be applied to the 
solution of calcium carbonate in acetic acid, when radiating 
groups of needle-shaped and flat rhomboid crystals of 
calcium sulphate gradually form in the liquid. Crystals of 
calcium oxalate present in plant sections can be tested by 
mounting them in acid of the same strength, but the 
reaction takes place rather slowly, so that it is better to use 
an acid made by diluting one volume of strong acid to five 
volumes with water ; this gives a reaction in a few minutes 
(see Fig. 30). 

To gain confidence in the use of this test, and for purposes 
of comparison, one will need a specimen of micro-crystallinc 
calcium oxalate. Such crystals can be obtained by two 
methods. The first method is to prepare equal volumes of 
0*5 per cent, solutions of oxalic acid and calcium chloride, 
raise both to the boil, and very gradually, especially at 
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first, add the calcium chloride to the oxalic acid (the mixing 
of 500 c.c. of each should take about an hour). Allow 
to stand until cold, filter out, and wash the precipitated 
calcium oxalate, which will be in well-formed micro-cry¬ 
stalline ])risms (see Fig. 30). A second method is to pre- 


1 ^ 



30.—Drawings to Illustrate the Action of Sulphuric Acid upon 
Calcium Salts. 

All X 200. (1) Prismatic crystals of calcium oxalate prepared by mixing 0*5 

per cent, solutions of calcium chloride and oxalic acid. (2) Needle-shaped crystals 
of calcium sulphate, produced by the action of 20 per cent, (by vol.) sulphuric acid 
upon artiilclai calcium oxalate- (3) Calcium sulphate crystals produced by irri¬ 
gating a solution of calcium carbonate in acetic acid with 10 per cent, (by vol.) 
sulphuric acid. (4) Part of a section of a petiole of ivy {lledcra Helix), showing four 
cluster crystals of calcium oxalate. (5) The same section 10 minutes after treatment 
with 20 per cent, (by vol.) sulphuric acid. A few dots represent two of the rapidly 
<lisa,])i)earing cluster crystals. It will be noticed that the calcium sulphate needles 
do not necesMa,rily form in the position previously occupied by the oxalate. 


<ui>itato calcium oxalate in the ordinary way by adding 
of powdered solid ammonium oxalate to nearly 
boiling calcium chloride solution. Filter out the pre- 
ei])itatc, which is almost amorphous, and wash it. Suspend 
[xrccipitate in water, warm it, and gradually add nitric 
acid until complete solution results ; then pour into cold 
watc^-r and allow to stand until the calcium oxalate has 
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crystallized out. This process yields good-sized and well- 
formed microscopic prisms of calcium oxalate for use as a 
standard of reference. 

Phloroglucin. Phloroglucin is the reagent which gives 
the most distinctive reaction with lignified tissues. It is 
not only useful for staining sections, but also for vegetable 
powders and for water deposits. When examining powders 
a smaU quantity is mixed with a few drops of a 1 per cent, 
solution of phloroglucin in alcohol, and allowed to become 
nearly dry by evaporation of the alcohol ; strong hydro¬ 
chloric acid (s.g. 1*16) is then added and a cover-glass 
applied ; all woody structures, such as ground olive stones 
and coconut shells, are stained red. An aqueous 1 per cent, 
solution of phloroglucin answers equally well, l)ut it is then 
necessary to dry the powder mixed with tlie solution by 
heating the slide in a steam oven before adding the hydro¬ 
chloric acid. Other acids than hydrochloric give this reaction 
equally well, and one may substitute a sulphuric acid made 
by diluting one volume of strong acid to five with water, 
or a slightly diluted nitric acid. Hydi'ochloric acid is 
generally preferred because it is less likely to yield insoluble 
products which might obscure other important features. 

A deposit from a water is treated by placing a small 
amount upon a glass slide by means of a dipping tube and 
drying it in the oven at 95° to 100° C., after which the 
phloroglucin and hydrochloric acid are added as described 
above. In this way deposits from well watc^rs are examined 
for dust from decaying wooden l)eams or from wooden 
covers; such fragments of rotten wood arc frequently 
found in association with septate fungal spores, while the 
walls of such wood cells are themselves often much eroded. 

Phloroglucin is also used for the detection of mechanical 
wood pulp in paper. For this purpose th(‘. ])apcu‘ is pulped 
as described above for filter papers imdcvr Picric Acid, p. 
84. A small piece of the pulx) is jdaced on a slide, water 
is removed as much as i)ossible, phloroglucin solution is 
added and allowed to evaporate nearly to dryness ; strong 
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hydrochloric acid is now applied and a cover-glass. Woody 
fibres are coloured red and can be rapidly picked out and 
identified microscopically. 

Cuoxam. Cuoxam is an ammoniacal solution of copper 



Fig. 


31. Cotton—Hairs from tho Soods of Oossypium sp. 


glycerin, (2) Absorbent cotton treated with ainnionia- 
cotton treated with ammoniacal copper oxide. (4) Tips 
or cotton hairs. (5) Transverse sections of cotton hairs. All x 200. 


oxide and is best prepared by nibbing down 0-5 gm. of 
commercial copper carbonate to a smooth cream with 
10 c.c. of distilled water in a mortar and then adding 10 c.e. 
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of strong solution of ammonia (s.g. 0*880). The reagent 
thus prepared is a clear deep blue liquid. 

This fluid dissolves cellulose walls, but is without solvent 
action upon woody or suberized walls, or upon animal 
fibres. It is useful for the identification of fibres of cotton 
and linen, which rapidly swell and finally dissolve in the 
reagent. The above figure (Fig. 31) shows hairs of 
cotton in their normal condition and also swollen by the 
action of cuoxam. It will be noticed how differently many 
of the hairs of raw cotton behave; instead of swelling 
uniformly like hairs of absorbent cotton wool, they swt'll 
up into balloon-like portions, separated l)y constricting 
bands. This appearance is due to the presence of a cutic^lc 
upon the raw fibres, while cotton that has been treated 
with dilute caustic soda to render it absorbent, is destitutes 
of a cuticle and consequently swells uniformly. 

Other Reagents. All the reagents hitherto considcTcd 
have a wide range of application which gives them special 
importance in microchemical work. There are other 
reagents used for the identification of cell contents, such as 
ruthenium red for mucilage (sec p. 106), Millon’s reagent 
for aleurone, Braemer’s reagent for tannin,, tincture of 
alkanna for oil, alkaloidal reagents, chlorzinciodino, and 
others, but they are less generally used in analytical 
microscopy. The composition and use of these I’cagc^nts 
is fully described in Greenish’s Microscopical Exa/nim(iiio 7 i 
of Foods and Drugs. 



CHAPTER VIII 


PHARMACEUTICAL AND TOXICOLOGICAL 
MICROCHEMISTRY 

The materials used in pharmaceutical practice include 
those that are met with in toxicological investigations, so 
that analytical work in these two departments requires 
the application of the same tests, although sometimes with 
different objects as an ultimate aim. In the majority of 
such inquiries the amount of material available for analysis 
is strictly limited, and a preliminary microscopical investi¬ 
gation of the chemical behaviour of a very small portion of 
the specimen, or of a purified product obtained from it, 
will give valuable guidance for the direction of the main 
analysis upon the bulk of the material. The possibility 
of obtaining a conclusive and accurate result is thus greatly 
facilitated By a skilful and intelligent use of microscopical 
methods. 

Chemicals having a Definite Microscopical Struc¬ 
ture. In addition to organized drugs and their products, 
there are a few substances used in pharmacy, and frequently 
occurring in analytical practice, which have a definite 
microscopical structure. Among these may be mentioned 
precipitated and sublimed sulphur, kieselguhr, talc or 
French chalk, and precipitated chalk. Of these substances 
kieselguhr has a’n organized structure, being composed 
entirely of the siliceous valves of diatoms. This substance, 
which is identified chemically as silica, can only be definitely 
recognized as a diatomaceous earth by means of the 
microscope, which will show characteristically sculptured 
valves similar to those represented on Plate A (sec p. 38). 
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Flowers of Sulphur. In connection with sulphur it 
will be noted that all the official medicinal preparations 
■wdth the exception of the ointment are now made front 
precipitated sulphur. It might appear, at first sight, to 
be a matter of indifference as to which variety of sulphur 
is used, but the precipitated sulphur being in a much finer 
state of subdivision, and containing less angular particles, 
is more suited for internal administration owing to its more 
ready conversion into other compounds in the alinHMita,Ty 
tract, and to its less irritant property. For us(^ a,s a-n 
ointment, the softness of precipitated sulphur is v(ay 
detrimental to its efficacy as a cure for scabies. In this 
case the more gritty sublimed sulphur must b<‘. ustnl, a-nd 
partly owes its remedial power to the scarifying a-ediou of 
the sharp-edged particles in opening up the bur*rows in the 
skin, at the extremities of which the acarids e-a-using thc'; 
disease are to be found. It thus becomes a matter of 
importance to be able to distinguish between tlu"- varietic^s 
of sulphur, and although this cannot be done by chcunicail 
analysis, it is accomplished with ease and certainty l)y the 
microscope. 

Sulphur is most conveniently exainined by mounting a, 
small amount in cresol or clove oil, whicli quickly dis¬ 
places all the air from the powder, and conu's into dose 
contact with the sulphur particles, so that a sharply dcffincHl. 
image is produced in the microscope. Flowers of sulj)hur 
occurs in the form of spheroidal masses varying in diajn(‘t,(‘r 
from to 40^ and agglutinated togetlier in iiax^gular 
groups as shown in Fig. 32 (1). In soim^. HptMumens of 
sublimed sulphur there also occur irrciguhir tra.nspar(mt 
semi-crystalline lumps produced as a result of a soriunvhat 
higher temperature in the cooling chamtxvr, in whie-h th(^ 
sublimed sulphur is collected. A variety of (somnavreial 
sulphur, sometimes offered as sublimed H\ilphur, is obtaitunl 
by powdering roll sulphur. This powder is (nisily distin¬ 
guished from the official sublimed sulphur b(^(*.auH(^ it is 
composed entirely of small angular particles ; then*, is a 
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complete absence of the characteristic spheroidal masses 
found ill the genuine article,, see Fig. 32 (3). 

Precipitated Sulphur and Calcium Sulphate. Pre¬ 
cipitated sulphur consists of masses of grouped spheroidal 
particles very similar to those of sublimed sulphur, but 



Fig. 32. —Commercial Varieties of Sulphur. 

All X 200. (1) Sublimed sulphur. (2) Precipitated sulphur. (3) Powdered roll 

Huli)hur. (4) Crystals of calcium sulphato such as occur occasionally in samples of 
" milk of sulphur.” 

smaller in diameter, which varies from 1-5/^ to 11^ ; the 
single spheres appear nearly colourless, and may often 
show a tendency to angularity, see Fig. 32 (2). A variety 
of milk of sulphur that was formerly quite common con¬ 
tained a large proportion of calcium sulphate. One still 
occasionally meets with such samples, and the microscope 
will show the presence in them of colourless needle-shaped 
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crystals, and flattened twinned prisms similar to those 
shown in Pig. 32 (4) distributed among the sulphur par¬ 
ticles. To exhibit these crystals it is best to moisten the 
specimen on the slide with alcohol and to mount in water. 

When sulphur ointment is examined by warming with, 
clove oil, as has been previously recommended for oint¬ 
ments generally (see p. 64), it will be found that both the 
lard and part of the sulphur dissolve in the oil, and on 
cooling crystals both of suljDhur and of fat sc‘parat(^ fr*oin 
the liquid, and have the appearance shown in Fig. 33. 



Fig. 33.—Sulphur Ointment after Treattnoni- witli war-m 
Clove Oil. 

(a) Unaltered sublimed sulphur. (&) Sublimed aulidiur with Kwonl-nhaix^d nalpbur 
crystals radiating from it. (c) Rhombic octahedra of Hulphur. (d) Stearin cryatals. 
All X 40. 

The sulphur crystals are the usual charactoristio rhombic 
octahedra, and to some extent in the form of sword-shapcul 
crystals radiating from groups of sulphur spherules ; tlic 
fat deposits small clusters of very transparent curvxnl 
needles of stearin. 

Precipitated Chalk. Precipitated chalk is another 
substance that should be subjected to a microscopical as 
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well as to a chemical examination when one wishes to form 
an opinion as to its suitability for any particular purpose. 
Its physical structure varies considerably in different 
samples, which are graded commercially as “ extra light,” 
“light,” “medium,” “heavy,” etc. The chalk is used 
for pill-coating, for making tooth-powders, as a filling for 
“ bible ” and “ cigarette ” papers, to mix with salt to 
prevent caking, and for other purposes. 

Precipitated chalk is generally characterized by stating 
its apparent density in pounds per cubic foot, which gives 
a certain indication of its physical condition, but does not 
tell one to what extent the powder is micro-crystalline or 
amorphous. As pointed out in the British Pharmaceutical 
Codex, the varieties that are preferred for tooth-powders 
are the more crystalline ones, and since the question of 
oral hygiene has come so largely into prominence in con¬ 
nection with dental practice, it is necessary to be prepared 
to discuss and explain the features which characterize the 
niaterials most suitable for the preparation of scientifically 
constituted dentifrices. 

The examination of numerous commercial specimens of 
precipitated chalk shows that they frequently fail to comply 
with the “ Characters and Tests ” of the British Phar¬ 
macopoeia, where this substance is described as a “ w^hite 
micro-crystalline powder.” Some of the heavier varieties 
conform to this description, and the appearance of one of 
these is shown in Fig. 34 (1); the majority of the lighter 
powders, which are in great demand for certain purposes, 
show no distinctly crystalline particles, hut have the appear¬ 
ance represented in Fig. 34 (2). 

Tliis “ very light ” powder consists of minute particles 
of no definite shape, and loosely adherent to form larger 
masses ; this construction results in a maximum of air¬ 
spaces, and consequently such powders are specifically the 
lightest (compare the discussion on the “ Texture of the 
Soil,” in Chapter III of HalFs book, The Soil). Many 
“ heavy ” samples of precipitated chalk also show a lack of 
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crystalline structure, as shown in Fig. 34 (3). The indi¬ 
vidual particles are larger, and are aggregated into dense 
masses with no internal air-spaces, so that the powder is 
specifically heavier than those with a structure like that 
represented in Fig. 34 (2). 

Since commercial precipitated chalks present so large a 
range of variation of structure, it is desirable to examine 
microscopically any sample which one intends to use for a 
particular purpose in order to see that it has a suital)lo 
physical constitution. 

Prepared Chalk and Whiting. Prepared chalk is 



Fig. 34.—Commercial Samples of Precipitated Cluilk. 

(1) A “ heavy ” chalk showing a micro-crystalline structure. ^ (2) A “ very light 
specimen, amorphous in structure. (3) A “heavy” chalk of a more eoiumonly 
occurring type than that shown in (1). All x 200. 

another chemical substance which has a very characteristic*, 
microscopical appearance. It is prepared from the native 
chalk found abundantly in various parts of the soutli of 
England. This chalk is powdered in a mortar and then 
mixed with water to form a cream, after which a large? 
volume of water is added and the whole wt41 stirred up. 
After standing for about fifteen seconds, the turbid li(|uicl 
is decanted. The fine powder which settk's from the 
decanted liquid is dried, and forms prcqiarecl clialk. 
Although it has been subjected to this rather vigorous 
treatment, one finds that the prepared chalk still contains 
many unbroken foraminifera, such as arc shown in Fig. 27 
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(see page 81), while many of the finer particles are clearly 
recognizable as fragments of similar shells. 

To examine a specimen of jDr^pared chalk, a very small 
amount is placed on a slide, a drop of cresol is added, the 
two are stirred together, and a cover-glass is applied. The 
resulting preparation shows the structure of the micro¬ 
scopic shells very clearly. 

Whiting, which is prepared by a similar process, may be 
examined by the same method, and exhibits a structure 
identical with that of prepared chalk. 



CHAPTER IX 


SUBLIMATION, PRECIPITATION AND STAINING 

Sublimation. It is possible in certain cases to isolate 
from a complex mixture or a crude drug a definite substance 
in crystalline form by the method of sublimation, and, by 
using suitable apparatus, characteristic sublimates can 
be obtained from very small amounts of material. The 
microscopical appearance of these sublimates will fre¬ 
quently give valuable confirmatory evidence, or will suggest 
the course that should be followed in carrying out a system¬ 
atic chemical investigation of the substance submitted for 
analysis. 

Reinsch Test for Arsenic. One of the most reliable 
and most largely used of these tests is that known as the 
Reinsch test for arsenic. This is applicable to complex 
mixtures such as souj) or viscera suspected to contain 
arsenic. In the case of viscera, a portion is put into a 
boiling-tube with some diluted arsenic-free hydrochloric 
acid (one volume of acid of sp. gr. 1-16 and about three or 
four volumes of water) and a spiral of clean copper foil, 
made by winding a narrow strip on a glass rod, is dropped 
in, and the whole boiled very gently for about half an hour. 
The organic matter becomes completely disintegrated, and 
any arsenic present aj)pears as a dark dej>osit upon the 
copper spiral. When the boiling is finished the copper 
spiral is removed and washed by decantation with distilled 
water and with alcohol, and is then dried on a piece of 
filter paper in the steam oven. A piece of hard glass 
tubing, about 0*5 cm. in diameter, is now di'awn off into a 
capillary tube at one end ; the dried copper spiral is cut ni) 
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into small pieces and pushed into the other end of the 
tube. Holding the tube by the capillary, which should be 
open at the end, the copper clippings are shaken down to 
the constriction and the wider end of the tube is sealed up. 
By means of a Bunsen burner, heat is now gently applied 
until the arsenic volatilizes and becomes condensed in the 
capillary tube ; this is then cut off and the 'sublimate is 
examined with the microscope. Well-formed octahedra 
are characteristic of arsenic. The freedom from arsenic of 
the materials used should be ascertained by boiling similar 
quantities with a copper spiral exactly as for the actual 
test, but with the omission of the suspected viscera, when 
no stain should be visible upon the copper. A positive 
control can be made by using a piece of ordinary meat in 
place of the viscera, adding a few parts per million of 
arsenic and proceeding as above; the sublimate obtained 
will serve for comparison with that from the suspected 
material, and will also enable some estimate to be formed 
as to the amount of arsenic present. The solubility of 
the crystals in reagents can be tested in the usual way. A 
drawing of crystals from a sublimate obtained by this test 
is shown in Fig. 35 (1). 

Soup, tea, and other fluids are treated in a similar way, 
excepting that stronger acid should be added in such 
proportion as to yield a liquid containing about one-fifth 
of its volume of strong acid. 


Microsublimation of Active Principles. A process of 
microsublimation is sometimes applied to crude drugs and 
other vegetable powders to obtain from them, in a con¬ 
dition exhibiting characteristic microscopical features, any 
volatile crystalline principles which they contain. The 
method is a development and extension of the test formerly 
used to distinofuish genuine tea leaves from substitutes. 

o o 


Various methods of procedure have been advocated, and 
any which involve the direct application of a flame to 
watch-glasses or microscopic slides shoujd^ be' av<^^ 
because these articles arc very 



LIBRARY 


100 ANALYTICAL MICROSCOPY 

the experiment lost. Tutin {Pharm. Journ., Feb., 1912, 
34, 157) has proposed a method of heating the drug in a 
small thin glass tube, sealed after the introduction of the 
powder and immersed in a bath of fusible metal, whose 
temperature is recorded by a thermometer. In this way a 
tolerably correct idea of the temperature of sublimation 
is obtained. 

A further refinement has been proposed by R. Eder 
{Schweiz. Woch. Chem. Pharm., 1913, 51, 228, and Year- 
Book of Pharmacy, 1913-4), who makes the sublimation a,t 
a reduced pressure, with the object of obtaining tlu^ 
sublimate in a purer and more definitely crystalline con¬ 
dition than when higher temperatures are used at th(^ 
ordinary atmospheric pressure. The apparatus suggestc^d 
provides for the registration of the temperature employed. 
A. W. Blyth {Poisons : Their Effects and Detection, p. 259) 
has also devised a mercury bath to be used with coven-- 
glasses and a thermometer to conduct sublimations at 
controlled temperatures. 

L. Rosenthaler {Ajpoth. Zeit., 1913, 28, 991, and Year- 
Book of Pharmacy, 1914, 145) has suggested mixing the 
powdered drug with milk of lime, evaporating to dry¬ 
ness, finely powdering the residue and subliming it unch^r 
reduced pressure in a suitable tube, when the sub¬ 
limate can be examined microscopically or by any 
other method. 

As pointed out by Tutin {loc. cit.) with reference to the 
microsublimation of scopoletin from gelsemium root, it is 
doubtful to what extent this method can bc^ regardcHl as 
suitable or convenient for determining the j)rese]ice and 
nature of the active principles in drugs and other powders, 
neither does it recommend itself as a reliable method for 
the detection of exhausted drugs in admixture with tlu^ 
genuine article. The method may, however, in (certain 
instances, afford a valuable indication as to the b(\st way 
of conducting an analysis by well-recognizc^d clumiic^al 
methods, or may serve as a useful sorting test for tiu' 
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preliminary examination of a number of samples of the 
same substance. 

For tea, gentian root, and other powders which readily 
yield a crystalline sublimate, the following method is 
useful:—A small crucible, or a shallow porcelain dish, not 
more than 1 in. (25 mm.) in diameter, is supported on a 



All X 200. (1) Crystals of Arsenioiis Oxide obtained by lleinscli’s test. (2) Yellow 

crystals in the sublimate from rhubarb root. (2) Sublimate from gentian root with 
crystals of gentisin. (4) Caffeine Crystals from Tea. (5) Hydrastinc Crystals from 
Hydrastis llliizonie. 

sheet of asbestos cardboard from which a central hole 
has been cut to receive the bottom of the crucible or dish. 
A small amount—about OT to 0-2 gm. of the drug—is 
placed in the crucible, which is covered by an ordinary 
microscope slide; heat is then gently and gradually 
applied, and the slide changed if much moisture or sublimate 
has collected. One should always have three or four clean 
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slides in readiness, when a sublimation is to be made. 
The process of condensation may be assisted by placing a 
small drop of cold w’^ater on the back of the slide. As the 
slides are removed from the crucible, put them aside until 
the sublimates have dried up, since the crystals frequently 
form slowly as the liquid present evaporates and the slide 
cools. They are then examined microscopically without 
applying a mounting medium or cover-glass. 



Fig. 36. —Apparatus for the Microsiiblimation of Ciystalliiie 
principles from Drugs and other Materials. 

A spirit-lamp may be used in place of the Bunsen burner. 

Tea produces a sublimate of caffeine very easily. The 
sublimate is almost white if the heating is done carefully, 
and the crystals are in well-formed needles, as shown in 
Fig. 35 (4). Tea leaves that have been dried after having 
been used for the preparation of an infusion do not give a 
sublimate. Gentian root—Fig. 35 (3)—produces a yellowish 
sublimate, which has colourless circular or oval reticulate 
patches scattered throughout it, and small needles of 
gentisin separate from the yellow portion ; these crystals 
cannot be obtained from exhausted gentian root. Hydras¬ 
tis rhizome gives a yeUow sublimate—^Fig. 35 (5)—^from 
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which very characteristic colourless crystals of the alkaloid 
hydrastine separate on cooling. Rhubarb root—^Fig. 35 
(2)—yields a sublimate from which small yellow crystals, 
frequently arranged in dendritic patterns, are deposited. 

The appearance of the sublimates varies somewhat 
according to the rate of sublimation, amount of moisture, 
efficiency of cooling, and other factors, so that standard 
preparations from authentic materials should always be 
prepared at the time of experiment for purposes of com¬ 
parison. 

In connection with critical analytical work upon drugs, 
micro-sublimation has only a limited application (vide 
supra). For the detection of exhausted materials and for 
the isolation and identification of active principles one 
would .prefer, in a general sense, to rely upon chemical 
methods. For the identification of vegetable drug adulter¬ 
ants in the form of powder, either substituted for or admixed 
with the genuine article, the histological characters afiord 
the most reliable microscopical evidence. 

Further details about sublimation methods will be found 
in PflanzenmiJcrochemie, by O. Tunmann, in Chamot’s 
Elementary Chemical Microscopy, and in the references 
quoted above. 

Microchemical Precipitation. Much useful work 
has been carried out upon the precipitation of alkaloids 
and other substances, more particularly in coimection 
with toxicological work, with a view to obtaining pre¬ 
cipitates of characteristically formed microscopic crystals. 
The chief aim of this method of working is to enable the 
analyst to make a fairly comprehensive survey of the 
possibilities when the amount of available material is 
strictly limited. There are also a few instances where the 
microscopical structure of the precipitate is the most 
reliable method of distinguishing between two or more 
closely allied substances, as in the case of lactose and 
maltose, whose osazones have a characteristic micro- 
crystalline structure of diagnostic value. 
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Osazones. To prepare osazones from sugar solutions, 
one proceeds as follows : Into a clean test-tube put OT gm. 
of phenylhydrazine hydrochloride and 0-3 gm. of sodium 
acetate and add about 5 e.c. of the sugar solution. Heat 
the mixture by standing the tubes in the water of a boiling 
water-bath for thirty to sixty minutes. On removing the 
tubes allow them to cool slowly and yellow crystals of the 
osazone separate. A small quantity of the crystals is 
removed from the test-tube in a dipping tube and mounted 
for microscopic observation. Drawings of the osazones 
of glucose, lactose and maltose are shown in Fig. 37. 

Phenyl-glucosazone consists of fairly large straight 
needles arranged in feathery groups; phenyl-lactosazone 
crystallizes in rosettes of very fine hair-like crystals, many 
of which are strongly curved; phenyl-maltosazone forms 
rosettes of thin, broad, flat crystals usually with blunt or 
rounded ends. 

Precipitation Tests . In making precipitation tests upon 
the slide, there are various ways of applying the reagents. 
A good plan is to use the modified irrigation method, 
or one may place the two drops of reagent and liquid to be 
tested side by side upon the slide, and observe their coal¬ 
escence under the microsco]3e. In many cases it suffices 
to mix the two drops placed closely together upon the slide 
by lowering on to them a cover-glass, and then watching 
through the microscope for the appearance of a precipitate, 
which in most cases will form gradually if the solutions 
used are, as they should be, quite dilute. Another very 
convenient method is to mix the drops in a small watch- 
glass, and observe the effect with the microscope. In the 
case of a volatile substance, a drop or two of the liquid 
may be placed in a watch-glass or dish and a microscope 
slide, with a drop of the test liquid suspended from it, 
placed across the rim; after a sufficiently long exposure 
to the vapour the slide is quickly inverted, and the drop 
examined with the microscope, either with or without the 
application of a cover-glass. When working with alkaloids, 
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the strongest solutions that need be employed will be about 
1 per cent., and the reagents most largely used are ammonia 
(one volume of solution of ammonia sp. gr. 0-880 diluted to 
ten volumes with water), potassium or ammonium 



Fig. 37.— Osazonos of Various Sugars. All X 300. 

(i) Phcnyl-glucoaazone. (2) rhenyMaciosuzouo. (:t) IMK^iiyl-inuKo.sii/.ont'. 


thiocyanate in 5 per cent, solution and picricj atnd. Most, 
of the ordinary tests can be carried out- upon tb(‘ 
microscope stage, if it is desirable to do so. In all ease's 
one should compare the results obtained with thos(^ yi(‘ld('d 
by the interaction of pure materials in approxinuiUdy 
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the same proportions and strength of solution as used for 
the actual test. 

Good drawings of the precipitates from various poisonous 
inorganic and alkaloidal solutions are helpful to the analyst 
in coming to a decision as to the nature of the substance 
present, but conclusions formed by comparison with such 
drawings should always be confirmed by carrying out 
control tests as suggested above. Excellent drawings of a 
number of important microchemical precipitates are to be 
found in T. G. Wormley’s Microchemistry of Poisons. 
Photographs of a large number of alkaloidal precipitates 
arc to be found in Some Microchemical Tests for Alka-- 
loids, by C. H. Stephenson. Further information about 
microchemical testing in general may be found in H. 
Behrens’ Anleitung zur Milcrochemischen Analyse. 

Stains and Staining. There are very few stains that 
are useful in analytical work. The two most serviceable 
ones are corallin and ruthenium red. Corallin is used 
dissolved in a 25 per cent, solution of crystalline sodium 
carbonate. The corallin is added to the sodium carbonate 
solution until a bright pink colour is produced. The 
reagent should be freshly prepared. 

Corallin stains red the callus plates of sieve tubes, and 
for this reason is very useful to aid in the identification of a 
powder as one that contains phloem tissues—generally a 
bark. It is, in fact, one of the most important positive 
tests for the recognition of powdered barks. The sieve- 
plates in material that has been disintegrated after digestion 
with caustic soda or potash are stained red by corallin-soda 
quite as well as sieve-plates in untreated material or such, 
as has been bleached by chlorinated soda. 

Euthenium red is used as a stain for mucilage. The 
solution is prepared by adding ruthenium red to a 10 ];)er 
cent, aqueous solution of lead acetate until a wine-red 
colour is produced. The reagent should be freshly pre¬ 
pared. One of the most important uses of this stain is for 
the recognition of cacao shell added to cocoa powders. 
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The only part of the cacao seed which contains mucilage is 
the seed-coat, and this should be removed during the 
manufacture of powdered cocoa and of chocolate. Hence 
the addition of powdered cacao shells to cocoa can be 
detected by staining the mucilage with ruthenium red. A 
count of the number of stained particles present in the 
powder has been used as an approximate method of 
quantitative estimation of the amount of shell present. 

Staining Sections. The necessity for making sections 
and preparing permanent mounts arises occasionally in 
the course of analytical practice, especially when some 
new feature has been detected and the worker wishes to 
communicate the result to his fellows. There are many 
different ways of staining and mounting sections of veget¬ 
able tissues, but only one need be considered here. The 
most permanent mounts are those made by the use of 
Canada balsam as a mounting medium, and it is generally 
desirable to use two stains, one of which colours the cellulose 
tissues, while the other colours those that are lignified. 
Such a method of staining is termed double staining, and a 
very good solution is hsematoxylin, which stains cellulose 
blue, and safranin, which gives a bright red colour to the 
woody elements. 

Haematoxylin and Safranin. The best hsematoxylin 
stain for this purpose is that known as Delafield’s, the 
formula for w^hich is thus given by Squire in his Methods and 
Formulcje :—To 400 c.c. of a saturated aqueous solution 
of ammonia alum add 4 gms. of hsematoxylin dissolved in 
25 c.c. of absolute alcohol; leave the solution exposed to 
the light and air in an unstoppered bottle for three or four 
days ; filter, and add to the filtrate 100 c.c. of glycerin and 
100 c.c. of methylic alcohol (wood spirit); allow the solu¬ 
tion to stand in the light until it is a dark colour, re-filter, 
and preserve in a stoppered bottle. (Ammonia alum 
dissolves about 1 in 11 of water.) ” 

The safranin solution is a saturated solution of safranin 
in 70 to 90 per cent, alcohol. 
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The most rapid and satisfactory way of preparing a 
section is to carry out the whole operation upon the micro¬ 
scope slide, and the method of procedure is as follows :— 
Make sections with a razor flooded with alcohol; transfer 
to a slide, and, if necessary, add a drop of chloral hydrate 
solution to clear the preparation. Eemove the chloral by 
tilting the slide and allowing as much as possible to drain 
off, and then wash by adding successive drops of water and 
draining off ; finally wash similarly with alcohol of the 
same strength as that used in the preparation of the hsemato- 
xylin solution. About 70 per cent, alcohol is generally 
suitable. Drain off the alcohol and add a drop of DelafiekTs 
Hsematoxylin Solution, and allow to stand for a few 
minutes till sufficiently stained, which can best be judged 
by draining off, washing with a few drops of dilute alcohol, 
and examining with the microscope. Next wash with 
distilled water, and finally with hard tap-water (or a very 
dilute aqueous solution of sodium bicarbonate, about 1 in 
1000). Wash again with distilled water, followed by dilute 
alcohol, and finally stronger alcohol of the same strength 
as that used for the solution of safranin. Drain off the 
alcohol, and add a drop or two of safranin solution and 
allow to stand for five minutes or so, being careful not 
to allow the section to become dry; then drain off the 
excess of safranin and wash with alcohol until the washings 
drain from the slide practically colourless, the final washing 
being made with the strongest alcohol (97 to 100 per cent.). 
Now drain off the alcohol and add a drop of clove oil, and 
examine with the microscope to see that the section is 
properly cleared. Eemove the clove oil, by draining it off 
and wiping away the residue with a piece of ordinary paper, 
or transfer the section on the point of a needle to another 
slide, and add a drop of xylol-balsam and apply a cover- 
glass. Benzol- or xylol-balsam is prepared by dissolving 
the hard resin of Canada balsam in benzol or xylol to form 
a solution having the consistence of a thin syrup. The 
hard resin is obtained from the crude Canada balsam by 
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heating it in an open dish on a water-bath until the volatile 
oil has been driven of! and the residue sets, on cooling, to a 
hard brittle mass. 

When mounting delicate structures or sections of very 
young tissues, there is sometimes a little difficulty in 
transferring the preparations from the alcohol to clove oil, 
which may cause shrinkage and spoil the sections. The 
difficulty may be surmounted by passing them first into a 
solution of clove oil in alcohol, and finally into clove oil, or 
(as suggested by W. Mark Webb in his book. The Micro¬ 
scope) some clove oil may be poured into a small fiat- 
bottomed tube to a depth of about | in., and some alcohol 
carefully poured on to the top of it, so that no mixing 
takes place. The section is then dropped into the alcohol, 
through which it sinks to the level of the oil, which gradu¬ 
ally penetrates the tissues and the section eventually, falls 
to the bottom of the tube. The alcohol is then removed 
by a pipette, and the cleared section is taken out and 
mounted in xylol-balsam. If this method is unsuccessful, 
the section can be taken from alcohol to water and mounted 
in glycerin jelly. 

Mounting in Glycerin Jelly. For this purpose a 
drop of glycerin jelly is placed on a microscope slide and 
allowed to set; the wet section is placed upon the jelly, 
and the slide is gently warmed, when the section sinks 
through the jelly, which is then covered by a cover-glass. 
If this is done carefully no bubbles should appear. Further 
particulars will be found in a paper by L. W. Stansell in 
the Analyst, September, 1913, p. 407. 

The following is a good formula for glycerin jelly :— 

Gelatin ...... 20 gms. 

Distilled water . . . . .150 c.c. 

Glycerin 100 c.c. 

Phenol ...... 2 gms. 

Soak the gelatin for two or tliree hours in sufficient of tlie 
water to cover it, and then dissolve by warming on a watcM* 
l)ath. Dissolve the plienol in the glycerin and the renuiin- 



no 


ANALYTICAL MICROSCOPY 


der of the water, and add to the gelatin solution. Mil 
and filter through paper while warm, using a jacketed 
funnel. 

This formula yields a glycerin jelly suitable for all 
ordinary purposes. If, however, an absolutely clear jelly 
is required, it is necessary to clear the gelatin solution 
before adding the phenol. This is done by cooling it to 
60® C., mixing in the well-beaten white of an egg, and 
boiling for a few minutes to coagulate the albumen. The 
mixture is filtered through a filter paper in a hot-jacketed 
funnel, and to the clarified liquid an equal volume of a 
warm 2 per cent, solution of phenol in glycerin is added. 




CHAPTER X 

MEASUREMENT AND DRAWING 

Drawing and measurement necessarily go together, for, in 
most instances, a drawing made for identification purposes 
—and it is for that reason that the practitioner needs his 
drawings—must either be executed to scale or must have 
the dimensions marked against it. In some cases a know¬ 
ledge of the exact size is not necessary for identification ; 
but, even under these circumstances, comparison with 
published drawings and descriptions is greatly facilitated, 
and confidence in one’s conclusions is increased by knowing 
the size of the object. 

In the case of di’awings intended for publication, they 
must always be made to scale, and the magnification must 
be stated in diameters, or a scale of microns added to the 
drawing, as shown in the accompanying drawing of crude 
fibre and (below the line) cell contents of Black Pepper. 

Micrometers. Two scales are needed for making 
microscopic measurements. One of them, termed a stage 
micrometer, takes the form of an ordinary mounted micro¬ 
scopic object, and consists of a scale 1-1 mm. long, 1 
mm. being divided into tenths and the odd tenth 
divided into hundredths. This scale is engT’aved ot* plioto- 
graphed upon an ordinary microscope^, slides, a.nd mountc^l 
under a cover-glass like any other objc^ct. It is inttnuh'd 
to be placed upon the stage of the inicrosco])(^, and is viewed 
through the instrument. 

The second scale, named an eyepiece micrometer, consists 
of a small disc of glass to be dro[>pcd on to th(^ diajfiiragm of 
an Hiiygluvnian eyepiece. Across tln^ (amir'e of ilK‘. disc, is 



FiC!. 38.—Black Popper, Pijivr nlgriim^ Limi. (powdered). 

(.1) Epidoriuis of ixivionri), coiitalniiiK prisiuntic; crv.stjils of (‘jiloiiiin oxnlato. (Up 
ini(‘ siuu(‘ in trauHVorHo soefion. (2) llypoilorina wltU HcU'rcMchyinatoiiH coIIh. (2n) 
jOpidarniis uud liyxmdtM'ina in T.S. (3) Outor j>ur('noliiyina of i><‘rifarj>. (4) lunar 
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(‘-iigravtHl or ]>hotogra])]uMl a scale divided into units and 
tiMiths of units. The exact size of tlio unit chosen is 
irninatiu'ial, l)ut it is customary to make the scale 10 mm. 
long, c^a.(^h millinudrc being divided into tenths. 

A stH*,o!id form of (\yopieco micrometer is needed for 
(‘.ounting partidc^s under the microscope, and is also very 
us(^l'ul for drawing large objects without a camera lucida. 
This is a s<juar(Hi or net mi(;romcter, consisting of a circular 
dis(^ of glass liaving a central area of 1 vsq. cm. ruled into 
100 small H(|uares, each 1 sq. mm. in area. 

It is most convcmicait to set aside a special eyepiece for 
the mie.ronud-er scude, which is allowed to remain per- 
mamudly in position upon tlie diaphragm in the middle of 
iih(^ tul)c. If the scale is not properly in. focus, 

this should b(^ rectified by rc^adjusting the eye lens. When 
one wislu^s to make a measui’oment, this eyepiece is 
(vx(ihang(Ml for that ordinarily in use. 

Camera Lucida. Another way of making measure- 
!n(‘.nis is by nu^a-ns of a camera lucida, such as is used for 
draaving. 'lluvrc^ arc many types of this instrument, and 
tlu^, l)(*.tt(vr ones arc those which permit of the microscope 
lading uscal in a vertical position. The Abb6 model is a 
v(u-y good pait(n*n, but is rather heavy, and hence liable 
to strain tlu^ micros(a)pe. Tlie most convenient typo of 
canuuMi lucida is the Hwift-Tves ])attern, which is quite a 
small instrumemt, and may b(‘- attached to the cap of a 
(!a.pp(Hl ey(q)i(Has as shown in tlu^ iigure (Fig. 39), or can be 
a.(la.pt(al to (it over th<^. ordinary 

('yc[)i(H‘.(\ a.n<l is then (!lanq)e(l in position by a small screw. 

juirruchyniiv oV ptn-lr.jvrp. (5) Inuur Hclcsrcincliyma of porlcai'p. (5ff,) 'i'ho hju\\(' from 
llu' ujK'X <»l' Uio fruit, (fie) Tho Humo H 0 (‘n in prolllo. (0) ImuirmoHl) layer of tlui 
pi’rloiirp. HUt) 'I'lui Hanu‘ from ilu^ ap(*x of tho fruit. (7) riKnuuit lay(u-. (7rt) The 
Hfuue from Mu' npex of Uu' fruK., (7^) Tim Hanm from Ihw'. of l.lu^ fruit. (7c) IMfij- 
mmit layer from apex of Uu^ fruit Ht‘en in prolllo. (S) The hyaline layer. (Sff) 'I’he 
Hauu' from the np('X (U' tlu‘. fruit, (h) CellH of th(‘. peuinporm. (10) SelercuieliymnlouH 
e(‘in aceompariyluK llu^ llhro-vaseular huiulh^H. (II) Masiwt'H of Htar<*.h from the 
p('riHp<‘nn. (12) Outer panuKrliyma of p<'.rl(airp Hhowiug utareli f^raloH uJul nn oil 
<‘(•11. (lU) (VHh with aleurom^ graliirt from outer part of tlm ptu'lHpenu. h, luilr from 
In’ivetK under tlu‘ frull-H. Cortlou of lUiro-vuuenlur huudle. x, .iHolaUul atareh 

KraliiH. w(7, Helon'iiehvma of hypodenua of (xudearp. d, HUuna from e|)ldormiH of 
fterleariu i>l. Oil (udl.’ rr, CrvalnlH of i>iperhi ohtaliual hy tnaithiK the pow(hU‘ with 
alcohol followed hy dllutf^ Klylaudn. m-r, Remains of oily eonteids of oU cell in tlm 
perlspt'nu. All x 200. 
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114 analytical microscopy 

With this instrument, the paper, lying upon the “ 

iinon a drawins-board beside the microscope, is rcUectcd 

bHL movable right-aagW pria» A a e^ond 

nrism B above the eye lens E of the ocular. The face CD 
of thi prism is silvered, and reflects the light vertically 
™ds into the observer’s eye, while the microscope 
ZTet viewed directly through a small central opening 
in the silvered surface (see dotted hne in the ^ 

result of this optical arrangement, the image in the mici 




39 ._^The Swift-Ives Camera Lucida and a diagram to explain 

* the* Path of the Light Rays through the Instrument. (Sc^o 
text.) 


scope and the paper are seen superposed one u]>on tlu^ 
other, while a pencil used on the paper also comes into tlu^ 
field of view, so that one can easily trace over the images 
seen in the microscope. 

The whole instrument is quite small, and measures al)out 
35 X 17 X 18 mm. ; the total weight, including tlu^ (\y(N 
piece cap, is less than 50 gms. (1*75 oz.). 

One should, if possible, keep an eyepiece specially for us(> 
with the camera lucida; such an eyepiece should hav(^ a. 
low magnifying power of about six diameters. 

Micrometry. Before a measurement can be inadt^ 
the value of the divisions of the eyepiece micromet(u* must 
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be determined. This is accomplished by placing the stage 
micrometer u^^on the stage of the microscope and focusing 
the lines engraved upon it, using for the purpose the 
objective with which the measurements are to be made and 
the ocular containing the eyepiece micrometer. The 
appearance of the held of view will resemble that shown in 
Fig. 40. 



Fig. 40. — Appearance of Eyepiece and Stage Micrometer Scales 
as seen through the Microscope with a 4 min." Objective and a X 
G Eyepiece. 

100 Eyepiece scale divisions (marked 1 to 10) arc seen to be exacUy equal to 3’9 
of the stage micrometer divisions, i.e., to 0*39 mm. 

In this figure, the lines reaching quite across the field 
represent the image of the rulings upon the stage micro¬ 
meter, while the shorter lines of the numbered scale repre¬ 
sent the rulings of the eyepiece micrometer. If there 
should be no exact coincidence between the extremities of 
the eyepiece scale and two of the rulings of the stage mi(‘,ro- 
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meter, the draw-tube of the microscope must be extended 
until coincidence occurs. One now determines the number 
of stage micrometer divisions which are exactly equivalent 
to the hundred divisions of the eyepiece scale ; in the 
figure this number is 3*9 divisions. Since the rulings of 
the stage micrometer are 0*1 mm. and 0-01 mm. apart 
respectively, we have the result that 100 eyepiece divisions 
are equivalent to 0-39 mm., or each division of the eyepiece 
scale represents, with this particular optical combination, 
0*0039 mm. or 3•9/^ (one micron——is 0*001 mm.). 

If now the stage micrometer is removed and any ordinary 
object is viewed through the same lenses, without altering 
the tube-length, one can read off its dimensions in terms of 
the divisions of the eyepiece scale, and these numbers 
multiplied by 3*9 give the actual dimensions in microns. 

When using a camera lucida, measurements can be made 
either with a stage micrometer or a calibrated eyepiece 
micrometer. In either case the scale is traced off upon the 
drawing-paper and, the actual value of these divisions 
being known, this immediately gives the scale by which the 
dimensions of the object can be obtained from the drawing 
made upon the paper by means of the camera lucida. 

Identification by Measurements. Measurements are 
frequently necessary for the qualitative identification 
of closely allied substances. For example, Rio or 
Brazilian Ipecacuanha root, obtained from Psychotria 
Ipecacuanha, Stokes, contains starch grains which never 
exceed 15 microns in diameter and is thus distinguished 
from Carthagena Ipecacuanha, which is attributed to 
Psychotria acuminata, Karsten, and has starch grains, many 
of which measure between 17 and 22 microns. In a similar 
way Cassia Bark, from Cinnamom/iim. Cassia, Blume, has 
starch grains measuring from 10 to 20 microns, while 
cinnamon bark, from Ginnamomum zeylanicum., Breyn, has 
smaller starch grains, usually from 6 to 8 microns. 

Wheat starch, also, can be definitely distinguished from 
barley starch only by measurement of.the largest grains 
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it contains. Barley starch, grains never exceed 40//. in 
diameter, while the largest wheat starch grains attain a 
maximum diameter of about 50//. 

Measurement of the size of red blood corpuscles will aid 
the analyst in forming an opinion as to the origin of the 
blood. The red corpuscles of human blood measure 7-25 
to 8// with an average of 7*5//, while those of many other 
mammals are smaller, e.g. dog 7*3//, rabbit 6*9//, rat 6*¥/i, 
cat 6*5//, ox 6*0//, horse 5*4//, sheep 5*0//, goat 4*0//. Red 
blood corpuscles of the Mammalia have no nucleus, but those 
of birds, amphibia, reptiles and fishes are all nucleated and, 
with few exceptions, are oval in shape. 

Value of Drawing. Drawing is of the greatest value in 
connection with microscopy. It is a kind of universal 
written language, and enables one to express many facts 
that it is impossible to describe in words. Even when 
words are adequate for descriptive purposes, a clearer 
impression, and one that is much more quickly grasped, is 
often conveyed by means of drawings used either alone or 
as supplementary to what is written. 

No elaborately finished drawings are needed ; all that is 
required is an accurate outline shape, such as can be 
produced by anyone who will spend a little effort in 
practising with the microscope. 

It will be found a good plan to shade the eyes, when 
possible, from any direct light, and the small metal shade 
suggested as an attachment to the chimney of an oil-lamp, 
as shown in Fig. 3 (see p. 8), gives great relief to the eyes. 
Similarly, it is good to lower a dark blind sufficiently to 
shade the face, if one is working in front of a window with 
a strong light from the sky. 

If the microscopist is able to do so, it is most comfortable 
to use the left eye for looking through the microscope, while 
the paper and pencil are placed on the right-hand side of 
the instrument. It is then possible to keep the image 
much more closely under observation while making the 
drawing than is the case if the right eye is used. 
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All drawings should be made to a scale sufficiently largo 
to enable the worker to introduce all necessary details. 
As a general rule, it will be found advisable to make sketch.es 
about twice the apparent size of the image seen in the 
microscope. The magnification obtained with a in. 
(4 mm.*) objective is about 300 diameters, so that, with this 
objective, the drawings should be made to a magnification 
of about 600 if one washes to include minute details . 
Similarly, for a f or f in. (17 or 19 mm.) objective, a mag¬ 
nification of about 300 is suitable. 

Freehand Drawing. The making of rapid freehand 
sketches is the most useful kind of drawing for regular use 
in the laboratory. The eyepiece should contain a calibrated 
scale, and one should use a soft (B) lead pencil or a 
smoothly worldng pen. Any ordinary paper with a fairly 
good surface will suffice for such work. 

This method of drawing is particularly useful for the 
identification of the constituents of water deposits. Many 
of the objects are in motion, and one needs to practise 
taking measurements rapidly and making swift sketches 
to show the important features. The measurements arc 
most conveniently recorded against the sketches in terms 
of scale divisions, being converted into microns later on 
when comparing the sketches with reference drawings. 
The accompanying figure (Fig. 41) shows how one may 
quickly lecord the general appearance and the measure¬ 
ments of a miscellaneous collection of objects such as oceux' 
in a water deposit. 

In the same way one should jot down sketches of any 
particular features found in powders and other substancc’iK 
while under examination. This inethod creates a satis¬ 
factory record of the salient points, and saves the worker 
from a feeling of uncertainty when comparing his observa¬ 
tions with published drawings or with authentic material. 

Drawing to Scale. All drawings intended for pub¬ 
lication or for use as permanent records must be made to 
scale. There are various methods of doing this, and those 
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depending upon the use of scales in the eyepiece are applic¬ 
able under aU circumstances and to every kind of object; 
an acquaintance with these methods is therefore essential. 

Drawing with a camera lucida is not always possible, 
owing to difficulties of illumination or to variation in the 
quality of the preparations. In the majority of cases, 
however, the camera lucida can be employed; and, if 
one has much accurate drawing to do, this instrument 
should be used whenever possible in order to economise 
time. 



Fig. 41.—Rough Sketch showing how Freehand Notes may be made 
of Objects in a Water Deposit. 

The names are added after coniparisoii with standard figures and descriptions. 
The figures represent dimensions in eyepiece scale dmsions using a 4 mm. objective. 
Each division was equal to 2-8 microns. The diameter of the field was 0-36 mm. 

Use of Eyepiece Scales. The ordinary graduated 
eyepiece micrometer scale, described above, is sufficient 
for making accurate drawings. In this case one measures 
the size of the various structures present, and, having 
multiplied by the magnification desired, one sets out the 
proportions on the drawing-paper, and the sketch is finished 
freehand. 

This may appear to he a tedious process, and if carried 
out exactly as stated, it is so. The difficulties are greatly 
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minimised by constructing a set of scales for use in this 
connection. 

First of all make scales representing microns at definite 
magnifications such as are being constantly used for the 
drawings. These magnifications should be simple round 
numbers, all odd figures being carefully avoided. Useful 
figures are 400, 200, 100, 80, 50, and 40 diameters, and 
two sets of figures can be represented on the same scale, 
one above and the other below the line, as shown in Fig. 42. 

The scales when constructed are not only useful for 
making drawings, hut also serve for finding the sizes of 
objects from reference drawings made at the same mag¬ 
nifications. 

It is well to make a habit of using the same magnification 
for all drawings made with the same combination of lenses ; 
all one’s figures will then be comparable with one another, 
and a correct idea of relative size of different details is 
obtained by looking from one drawing to another. 

A second series of scales should now be made showing the 
divisions of the eyepiece scale at the various magnifications 
as seen with any particular combination of lenses. For 
example, one could make scales showing the eyepiece 
micrometer scale at 400 and 200 diameters with the micro¬ 
meter ocular and a ^ in. (4 mm.) objective ; at 100, 80, and 
50 diameters with the f (17 mm.) objective, and at 40 and 
20 diameters with the 1|- in. lens. The scales are con¬ 
structed by determining the value of the eyepiece divisions 
in the usual way, and, by using the scales of microns 
already prepared, marking off the divisions at the required 
magnification. Finally, write against each scale the 
magnification and the lens combination used. 

For example, in constructing the scales representing eye¬ 
piece divisions in Fig. 42 : With the 4 mm. objective and 
a X 6 eyepiece, one eyepiece scale division was equal to 3*0 
microns, hence 50 divisions equalled 195 microns. To 
represent the scale at x 200, 195 microns is measured off 
on the first scale of microns^ A in Fig. 42, and marked upon 
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f the scale H, where it is numbered 5, as upon the actual 

j micrometer scale. This length is then divided, by the 

well-known geometrical construction, into five equal parts, 
and the first part is further subdivided into tenths. The 
other scales, G, K, and M are similarly constructed. It is 
a good plan to draw all the scales upon the same piece of 
' Bristol board as shown in the figure. 


I 


Fig. 42.—Sca-les for Use in Making and Using Drawings. 

Tho scales of iiiicrons and millimetres (A to F) are those corresponding to the 
illustrations in this book. The scales (G to M) are those required for making the 
f drawings by the use of an ordinary eyepiece micrometer scale. (vSee te.xt.) 

i; To draw at X 200, using the 4 mm. objective and X 6 

eyepiece, one observes the dimensions of the structures 
, in terms of the eyepiece micrometer scale divisions, 

i and from the scale H of Fig. 42, one measures off im- 

mediately the dimensions which will represent those 
structures correctly at the required magnifications of 200 
^ diameters. 

Use of the Squared Micrometer. An eyepiece 
micrometer having a central area of one square centimetre 
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divided by fine lines into 100 small squares, each one sq. 
mm. in area, is most useful for drawing objects which fill 
the field of view in the- microscope, and more particularly 
for use with low-power objectives, in sketching such things 
as legs, heads, and other parts of insects, and making 
diagrammatic drawings of sections to show the distribution 
of the tissues. 

The image in the microscope is seen covered by the net¬ 
work of lines, and the first thing to be done is to draw to 
scale a similar set of lines over th^ whole of the sheet of 
drawing-paper. For this purpose one determines tlie 
value of the eyepiece micrometer divisions, and tlien 
constructs a scale to represent them at the desired mag¬ 
nification as described above. The scale is marked ofi 
along the margins of the paper and the squares are ruled in. 
The image is then drawn over the squares in much tlu's 
same way as one draws the outline of a map by using thc‘. 
parallels of longitude and latitude. An example ivS given 
in Fig. 43. In this way one gets the main features in their 
correct relative positions. Measurement of individual 
details, when needed, must be made in the usual way with 
an ordinary eyepiece scale, and are filled into the drawing 
by the method described above. The finished drawing is 
fined in vdth ink, and the pencilled squares are removed 
vith india-rubber. 

Drawing with a Camera Lucida. When drawing 
with the camera lucida, the illumination of the object and 
paper must be carefully balanced, so that the pencil and 
image are seen equally well in the microscope tube. The 
next point to attend to is the magnification, which shotild 
be adjusted to some round number like 200 or 100, etc., as 
previously suggested. This is arranged by using the stagt^ 
micrometer as the object to be drawn, and adjusting the 
tube length of the microscope, or the height of the paper 
from the table, or both, until the distance between the 
tracings of the micrometer lines as seen on the paper gives 
the exact magnification desired. This is a very simple 
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matter to adjust in practice, and, having done so, all draw¬ 
ings made on the same paper will he at that particular 
magnification. 



43.—Drawing, made w'itli a Squaixul MiGrunioUM’, of l-ho li'gH 
of tlio Wator-Boatman, Notonecta umlulata, Say (M(5xi(*a,u 
Cantharides). 

(i), (ii) and (;i), fore, iniddh', and hind lefj;s r(\s|H‘c,t.iv('ly, r, (! 0 .\n.; d, tnxrlianier ; 
/, fcnmr; g, tibia; h, first joint of ilui tarsus. All x J(). 'I'lie s((iiar<'H luivo IxMui 
left on the drawing to sliow how it was made. 

After adjusting the length of the (Iraw-tuhcs it may 
prevented from slipping by fixing upon it a Hinall m(‘<taJ 
ring fastened by means of a thumb-screw. Such a ring 
will be made by any microscope manufacd-urer. 
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The camera lucida does not help one to put in all the fine 
details of a drawing. Its only use is to mark the main 
outlines and the position of the principal features so that 
the general proportions are correctly expressed. All 
the fine detail must be filled in by freehand after¬ 
wards. 

Drawing Materials. When making drawings for 
reproduction, one should select a fairly substantial paper 
with a good, smooth surface. A suitable paper is Holling- 
worth’s ‘‘Improved” Drawing Paper, “ hot-pressed,” and 
a convenient size is “ Royal.” 

The pencil used will vary a little according to individual 
fancy, since one can produce much the same ciTcct with a 
softer pencil, used lightly, as with a harder one used more 
heavily; generally speaking, a moderately hard pencil 
(H or HB) is best for careful work. 

Lining-in must be done with a good, black Indian ink, 
such as Reeve’s “ Pixed Indian Ink.” The pen nibs must 
be carefully chosen, and, while any good drawing-pen is 
suitable for ordinary use, for the finest work a better pen, 
such as Joseph Gillott’s Lithographic Pen No. 290, should 
be used. 

Drawings and Photographs. One must guard against 
the assumption that published drawings show all the 
structures and other features exhibited by any given 
material. Just as a written description may bo faulty or 
partial, so also drawings, owing to inaccurate obsc^rvation, 
may not represent all the structures present. One is, 
therefore, well advised, when unable to find in thc^ rcJeroncc^ 
drawing what one sees with the microscopes, to make a 
comparison with preparations of authentic material, before^ 
passing judgment upon the specimen under examina¬ 
tion. 

Prom this point of view, photographs are no more 
satisfactory than drawings, because only one field can be 
shown in the photograph, and it is seldom that all thci 
characteristic elements of a substance are to be found in a 
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single field. The difficulties of focusing are also so great 
that details from all parts of the field are rarely equally well 
represented in the photographic print. 

In the case of a drawing, one selects the useful features 
from a number of fields and preparations, and this results 
in a presentation in one drawing of all the salient facts so far 
as the worker has been able to observe them. Drawings 
also show an advantage in that important features can be 
emphasised and indefinite blurred patches need not be 
introduced unless they have diagnostic value. 
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QUANTITATIVE MICROSCOPY 

Aim of Quantitative Work. The aim of quantitative 
microscopical work is to make measurements of mass. 
Such work is still in its initial stage, and can only be 
extended as further research clears away the many diffi¬ 
culties and uncertainties which surround most of the 
problems to be solved. 

Since the microscope is merely an aid to vision, it is 
obvious that weighings cannot be made directly: they 
must be estimated by counting the number of particles of a 
particular kind or by measuring the superficial area of 
portions of materials having a definite thickness and a 
known density. Both methods are used. 

Method Based on Measurements of Area. One of 

the oldest methods was applied by petrologists to the 
determination of the proportions of the various minerals 
present in rocks. For this purpose one makes an exact 
drawing to scale of the section of rock, preferably by the 
aid of a camera lucida. The areas of the various pieces of 
mineral are then measured by a planimeter or by some 
other well-known method, and the volumes calculated 
from the known thickness of the section. From the 
density and the volume one obtains the mass of the various 
constituents present, and the percentage proportions can 
be immediately calculated. Instead of making a drawing, 
one may photograph the specimen with a net-ruled micro¬ 
meter in the eyepiece. The value of the micrometer 
squares is ascertained and the areas of the component 
minerals are calculated from the photograph. 
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The method is based upon the work of A. Delesse upon 
the constituents of rocks {Comjptes Rendus, 1847), and has 
successfully used by SoUas {Trans. Roy. Irish Acad., 
1887-1892) for the examination of granites, by J. Joly 
^'3?rans. Roy. Irish Acad., 1903-5) for paving sets, and by 
•Johnson {Eng. Record, 1915) for cements and concretes. 

Counting Methods. Counting methods are those 
^hich are most generally serviceable. Their accuracy 
<iepends chiefly upon the uniformity of the particles to be 
Counted and the evenness of their distribution through the 
^^^aterial under examination. 

The method used for making such counts should be one 
■that requires no special apparatus, and which can be carried 
Out equally well on any microscope and with any com- 
1> illation of lenses which gives a suitable magnification. 
*I*he only method, hitherto suggested, which fulfils these 
Conditions is the Lycopodium method, worked out by 
■Wallis {Analyst, 1916, pp. 357-374). 

Function of Lycopodium. The lycopodium is added to 
■Lhe substance under examination in a definite proportion 
L)y weight, and its function is to enable one to know in 
what weight of material the characteristic particles have 
been counted. 

Lycopodium is composed of the spores of Lycopodiurn 
<^:^lavatum, L. Each spore is tetrahedral in shape, the base 
is rounded and the three flat sides meet to form three 
well-marked converging ridges, which join one another 
ctt the apex. The whole surface of the spore is covered 
with minute reticulations and the interior is filled with 
iixed oil. These details are shown in Fig. 44. 

Lycopodium spores are exceptionally uniform in size, so 
Lhat one can always know that a definite number of spores 
X'epresents a particular weight of lycopodium. The whole 
process is simplified by knowing the weight of a single 
lycopodium spore, or, as it is more conveniently expressed, 
■t>h.e number of spores per miUigramme. This quantity 
has been determined (Wallis, Pharm. Journ., July, 1919, 
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p. 75), and shown, as the result of a large number of experi¬ 
ments, to average 94,000 spores per milligramme. 

Using this figure one can calculate the weight of any 
number of spores counted under the microscope, and, if the 



Fig. 44.—Spores of Lycojmiium Havatuniy I'j. 

(1) Spore seen from above to show the apex. (2) Base of a siiore. (:l) Spore partly 
turned over. (4) Side view of a spore. (5) A spore burst by pn^ssure uixin tlu‘ covcu*- 
glass and a globule of oil, ol, emerging from the spilt. All X 1200. 

lycopodium has been mixed with a dolinite proportion, of a 
second substance, one can find immediately how much of 
this second substance has been examined microscopk‘,ally 
in admixture with the counted lycopodium spores. If 
the second substance contains any characteristic countable; 
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particles, such as starch, hairs, pollen grains, stone cells, 
etc., one can quickly calculate the number of such charac¬ 
teristic particles per milligramme which are present in the 
substance. In this way one obtains a standard figure 
w^hich represents any such pure material. 

The Suspending Agent. For carrying out this work, 
a suspending fluid is necessary, and experiments with a 
large number of different liquids have made it evident that 
the most satisfactory suspending agents are mucilage of 
tragacanth, olive oil, castor oil, and mixtures of olive and 
castor oils. 

By using olive oil, castor oil, and mixtures of the two, 
one can obtain a fluid of suitable viscosity at any ordinary 
temperatures. In cool weather, olive oil alone is sufficient; 
but in warmer weather castor oil may be added in such 
proportion as to produce a liquid of suitable viscosity. 

When oil is not admissible as the suspending agent, 
mucilage of tragacanth, either alone or mixed with glycerin, 
should be used. The mucilage of tragacanth is prepared by 
mixing 1*25 gm. of powdered gum tragacanth with 2*5 
c.c. of 90 per cent, alcohol and adding 100 c.c. of distilled 
water as rapidly as possible, and shaking vigorously. It 
should be prepared some hours before it is needed for use, 
so as to ensure a thorough swelling of the gum. 

Example of a Count of Lycopodium Spores. The 

following example shows how a count of a weighed amount 
of lycopodium spores is made : 0-1092 gm. of lycopodium 
was carefully mixed upon a glass plate with mucilage of 
tragacanth, which was gradually incorporated with the 
powder by rubbing them together with a flexible spatula. 
This was transferred to a weighing-bottle, and further 
quantities of the mucilage were rubbed with the residue of 
the mixture on the plate and transferred to the bottle until 
none of the lycopodium remained. The total weight of 
the spores and mucilage of tragacanth was found to be 
11-5814 gms. 

A clean microscope slide and a circular cover-glass were 
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then carefuUy weighed, and a drop of the well-shaken 
suspension was mounted on the slide, after which the 
weight was again determined. The difference 0*0132 gm. 
or 13*2 mgms. was the weight of suspension on the slide. 

The number of spores in twenty fields of view, in positions 
selected so as to distribute them equally over the prepara¬ 
tion, was then counted. The following were the numbers 
found : 8, 7, 4, 6, 8, 10, 5, 8, 4, 6, 7, 13, 10, 12, 6, 11, 6, 13, 
4, 10, giving a total of 158 spores. 

The area of one field was found from its diameter 
measured by a micrometer scale and was 0*2003 sq. mm., 
so that twenty fields had an area of 20 X 0*2003 = 4*006 
sq. mm. The area of the cover-glass was 298*7 sq. mm., so 
that the total number of spores under the cover-glass was 
158 X 298*7 4*006 = 11,780. The weight of lycopo¬ 
dium under the cover-glass was 13*2 x 0*1092 11*5814 

mgms., and this weight contains 11,780 spores, hence 
1*0 mgm. contains 11,780 X 11*5814 4- 13*2 x 0*1092 
= 94,640 spores. 

The mean of 26 such determinations was 93,000 spores. 
By calculation from the linear dimensions of the spores the 
number 95,000 was obtained. The mean value is 94,000 
spores per mgm. 

Choice of the Fields to be Counted. The twenty fields 
coxmted were selected by using a mechanical stage having 
graduated movements to and fro and right and left, at 
right angles to one another. The centre of the cover-glass 
was first adjusted so as to come directly under the front lens 
of a 4 mm. (Jin.) objective, the position of the right-hand 
corner of the slide was read off on the graduated scales, 
and the slide was then moved by the mechanical stage so 
as to brmg the points indicated on the accompanying 
diagram (Fig. 45) successively under the lens. 

Having determined the number of lycopodium spores 
per mgm,, the characterization of any other suitable 
material by counting the number of characteristic elements 
per mgm. becomes a very simple matter. For example, 
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the number of starch grains per mgm. of maize starch dry 
at 100° C. has been found as follows (Wallis, Journ. Boy. 
Micro. Soc., 1920, p. 175):— 

Determination of the Number of Starch Grains per 
Mgm. of Maize Starch. The number of starch grains 



Fig. 45.—Diagram to show the Positions of 20 Fields, selected 
for Counting. 

The position of each field is indicated by figures, giving the distance in millimetres 
from the central point. If 10 fields only are to be counted, those marked by the larger 
figures should be chosen. 

per mgm. of starch dry at 100° C. can be used to char¬ 
acterize a starch. The figure was found by the following 
method in the case of a sample of commercial maize starch : 
0*2 gm. of lycopodium was mixed with 0*1 gm. of maize 
starch and about 20 c.c. of olive oil. Four slides were 
prepared by mounting drops of the suspension, and the 
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counts of lycopodium spores and maize starch grains were 
as follows :— 

Ten selected fields on the first slide gave 

Lycopodium spores 15, 21, 9,14, 12, 16, 12,16, 13,14=142 
Maize starch grains, 60, 66, 59, 71, 59, 58, 78, 74, 77, 80=682 

Giving 480 maize starch grains for 100 lycopodium spores. 

Ten selected fields on the other three slides gave 477, 436, 
and 410 starch grains respectively, or an average for the four 
slides of 450 grains for every 100 lycopodium spores. Hence 
there are 450 X 94,000 -f- 100 starch grains for every mgm. 
of lycopodium, and since this weight of lycopodium was 
mixed with 0-5 mgm. of starch, there are 2 x 450 x 94,000 
4- 100 = 846,000 starch grains per mgm. of air-dry starch. 
Allowing for 13-4 per cent, of moisture, there are 846,000 
X 100 -J- 86*6 = 977,000 grains per mgm. of maize starch 
dry at 100° C. 

In counting the starch grains one counts all particles 
that are distinctly recognizable as such ; all minute specks 
having no definite size or form are omitted. 

Determination of Maize Starch added to Wheat 

Flour. By a similar process, the proportion of maize 
starch added to ordinary wheat flour can be easily deter¬ 
mined. 

For this purpose one first prepares a 50 per cent, mixture 
of the two substances, and counts the number of definitely 
recognizable maize starch grains per milligramme. This 
figure will necessarily be smaller than that deduced from 
the number of grains per milligramme of pure maize starch, 
because certain of the starch grains will be indistinguishable 
from wheat starch, and are unavoidably omitted from the 
counts. 

For example 0*1000 gm. of lycopodium was mixed with 
0*1322 gm. of a 50 per cent, mixture of wheat flour and 
maize starch, and suspended in olive oil. Ten fields from a 
preparation made by mounting a drop of the suspension 
gave the following counts :— 
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Lycopodium spores 6, 5, 9, 9, 9, 9, 6, 7, 6, 6= 72 
Maize starch grains 30,26, 39, 51,26,51, 35,49,27, 30=364 

Giving 506 maize starch grains for 100 lycopodium spores. 

Counts of ten fields from a second slide gave the following 
numbers :— 

Lycopodium spores 10, 7, 7,16, 9,10, 5, 10, 6, 4= 84 
Maize starch grains 45, 39, 40, 41, 26, 51, 41,42, 42, 48=415 

Giving 494 maize starch grains for 100 lycopodium spores. 

These two sets of counts are in close agreement, and give 
as an average 500 maize starch grains for 100 lycopodium 
spores, which is equivalent to 470,000 starch grains for 
94,000 lycopodium spores, or one milligramme of lyco¬ 
podium. Since each milligramme of lycopodium was 
mixed with 1*322 milligrammes of the 50 per cent, mixture, 
this weight of the mixture, corresponding to 0*66 milli¬ 
gramme of maize starch, contains 470,000 maize starch 
grains, giving a standard figure of 711,000 grains per 
milligramme of air-dry maize starch when counted in 
admixture with wheat flour. 

The sample to be analysed was next treated in a similar 
way by mixing together 0*1032 gm. of lycopodium and 
0*1574 gm. of the flour, and suspending them in a mixture 
of olive and castor oils. Counts of ten fields on the first 
of two slides gave 104 lycopodium spores to 383 starch 
grains, and on the second 117 spores to 391 starch grains, 
making a total of 221 lycopodium spores to 774 starch 
grains. 

Calculation. The calculation is then made as fol¬ 
lows :— 

The proportions of spores and flour present were 1*032 
mgm. to 1*574 mgm., and 1*032 mgm. of lycopodium con¬ 
tains 1*032 X 94,000 = 97,000 spores. Hence 1*574 mgm. 
of the flour contains 774 x 97,000 ~ 221 = 339,700 grains 
of maize starch, which corresponds to 339,700 711,000 

= 0*4777 mgm. of maize starch. Hence the percentage of 
maize starch in the flour was 100 x 0-4777 1*574 = 30-3 
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per cent. The actual amount present in the adulterated 
flour was 28*6 per cent. 

This result can be made still more accurate by now 
preparing a standard mixture containing 30 per cent, of 
maize starch and obtaining a fresh standard count for 
maize starch in the same way as was done with the 50 per 
cent, standard mixture. 

Mixing the Powders and Preparing the Sus¬ 
pensions. The standard powders must be very carefully 
mixed, so that a small amount may accurately represent 
the whole. This can be satisfactorily accomplished by a 
thorough trituration of the ingredients in a mortar. 

Great care must also be taken, when preparing a sus¬ 
pension, to ensure an intimate mixing of the lycopodium 
and the pow^der to be examined with the oil or mucilage. 
Lycopodium spores are remarkably strong, and are very 
resistant to pressure, so that with suitable apparatus they 
can be very thoroughly incorporated with the other 
materials in the suspension. The best way to do this is to 
mix the weighed quantities of the powders on a glass or 
porcelain plate by means of a flexible spatula ; a little of 
the suspending medium is added, and the whole worked 
up into a thin paste, which can be transferred from the 
plate to a stoppered cylindrical weighing bottle or to a 
corked tube. The residue on the plate is similarly mixed 
with a further quantity of medium and transferred to the 
bottle, and the operation is repeated until the whole of the 
powder has been removed. The suspension is made up 
to such a volume as to give about 10 to 20 lycopodium 
spores in each field of view, when a drop is mounted and 
examined with a | in. objective. The total volume will 
generally be about 20 c.c. 

A drop is taken from the suspension by shaking it vigor¬ 
ously and quickly removing a drop on the end of a thin 
glass rod. The size of the drop should be such as to just 
fill up the space under the cover-glass, which is applied in 
making the mount to be counted. 
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Quantitative Criteria of Purity. Another useful 
application of this quantitative method is for the deter¬ 
mination of the purity of substances, such as insect powder 
and powdered cousso. Both these substances consist 
largely of powdered flowers, and the number of pollen 
grains present affords an index of the nature and quality 
of the drug from which the powder was prepared. 

Cousso should consist of the pistillate panicles of Brayera 
anthelmintica, Kunth. (N.O. Rosacese), and should therefore 
contain very few pollen grains, only those which have 
lodged among the floral whorls or are adherent to the 
stigmas being legitimately present. Staminate flowers are 
frequently admixed with inferior specimens of the drug, 
and their presence is revealed by counting the poUen grains 
per milligramme of the powder, A. Meyer {Archiv, der 
Pharm., 1908, 246, p. 523) has shown that this number 
should not exceed 200, so that if a greater number is found 
the presence of staminate flowers may be inferred. 

Preparation of Crude Fibre for Counting. The 

microscopical appearance of lycopodium spores is unaffected 
by boiling them with dilute acids and alkalis (see Wallis, 
Pharm. Journ., 26, 1919, p. 76), so that when mixed 
with a powder from which a crude fibre is subsequently to 
be prepared, the spores appear unaltered in the fibre. 

This enables the microscopist to mix lycopodium in a 
definite proportion with a powdered drug or spice, and, to 
prepare a crude fibre from the mixture with the purpose of 
concentrating certain characteristic elements or of clearing 
the preparation sufficiently to render all the countable 
structures sharply defined and easy of identification. 
The advantage of the method is that one can immediately 
ascertain the weight of powder which yielded the crude 
fibre, in which the characteristic elements have been 
counted. This weight is found from the proportions in 
which the two powders were mixed, and from the weight of 
spores counted, which is calculated from the fact that 
94,000 spores weigh one milligramme. 
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Count of Pollen Grains in Insect Powder. For 

example, in the examination of insect flowers, one would 
clear the preparation and concentrate the number of pollen 
grains by the following procedure :— 

Take 1 gm. of the insect powder and mix it with 0*05 gm. 
of lycopodium. Boil the mixed powders in a porcelain dish 
for thirty seconds with 50 c.c. of 10 per cent, nitric acid, and 
filter at the pump through a piece of moistened Horrockses’ 
longcloth, M2, stretched over a Buchner funnel. Wash the 
residue on the strainer with 100 c.c. of boiling water, and 
remove it by stretching the cloth tightly, like the membrane 
of a drum, over the rim of a watch-glass, and scraping it 
ofi with a spatula. Return the damp mixture to the 
porcelain dish, and boil for thirty seconds with 50 c.c. of 2-5 
per cent, aqueous caustic soda, filter, and wash at the pump 
as before. 

By the use of a spatula and glass plate, gradually mix 
the crude fibre so obtained with mucilage of tragacanth 
until the volume is about 20 c.c. Shake well in a stoppered 
bottle, and mount a drop for counting with the microscope. 

Now count the pollen grains in a strip across a diameter 
of the cover-glass having a width equal to the diameter of 
the field of view in the microscope. In a particular experi¬ 
ment this was found to be 71 pollen grains. Next count 
the number of lycopodium spores in twenty fields evenly 
distributed along the same diameter ; this was found to be 
100, giving an average of five spores^ per field of view. 
Measure the diameter of the cover-glass and of the field of 
view ; these figures were 19 mm. and 0-53 mm. respectively, 
so that there were 45-8 fields of. view in the whole diameter, 
and, therefore, 5 x 45*8 = 229 spores. 

The calculation is completed as follows : There were 71 
pollen grains for every 229 lycopodium spores, and hence 
71 X 94,000 229 = 29,100 pollen grains for every millir 

gramme of lycopodium (= 94,000 spores). Hence for 0-05 
(one twentieth) mgm. of lycopodium there were 29,100 
-h 20 == 1450 pollen grains ; and, since 0-05 mgm, of 
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lycopodium was mixed with every milligramme of insect 
powder, there were 1,450 pollen grains per milhgramme of 
insect powder. 

Lehmann and Trottner [Revist. Pharm., 1917) have 
shown that insect powder prepared from flower-buds of 
Chrysanthemum cineraricefolium, Vis. (N.O. Compositse), 
contains 2,000 pollen grains per milligramme, and that from 
partly expanded flowers between 1,000 and 2,000 pollen 
grains per milligramme. They suggest that any sample 
containing less than 500 pollen grains per milligramme 
should be rejected as of inferior quality. The sample 
examined would, therefore, be one of good quality, so far as 
this test enables one to judge. 

These examples serve to show the various ways in which 
the lycopodium method can be employed as a quantitative 
process for the examination of different types of material, 
and as further research results in the establishment of 
standards for other substances, the range of application 
will be gradually extended. The results so obtained show 
an accuracy quite equal to that of many well-known 
chemical quantitative processes, and they can be used 
with confidence in drawing conclusions as to the com¬ 
position of mixtures or the purity of crude drugs. 
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A<*ai’i(lH ill (lour, lil 
Acid, acetic, SO; carbolic^ 02; 
chronu(% 71 ; c.n'sylic, 02; 
hydrocliloric, 72, 81 ; bydro- 
(luoric, 71 ; nitriis 70, 71 ; 
j>icri<\ 8.1, 105 ; Hulphiirie, 85 
Ai^oinpHia jweudoHiiri^toUa, 25, 25 
AjL?ar'a,gai*, iliatoms from, 75; 
in jams, 75 

AbmrobiuH iariiue, oc.c.uri*euc.o of, 
21,22; iHoIatiou of, 72 
AI/j;jn in wat.m*, 55, 40, 41 
Alkaloids, precipitation of, ID*! 
Amyl*Han(larn(% formula for, 74 ; 

moun(.in)Lij in, 02 
Au<*hovy, H<^ale of, 50 
Auguillula IluviatiliH, 52 
Auobium paukanim, 25 
Ants, red, in poultry food, 15 
Apple pulp in jam, eudocarp 
from, 55 ; iodine t<^Ht for, 80 
Aipiatie larvje of i 118(^^18, 40, 47 
Ara<4moidiHcuH from agar, 75 
Area nKWinmientH, 120 
AtHimii', lieiuHch test, for, 08 
Anil, wet, 74 

Autlu'nt.ic. ina4m’ial, UH(U>f, 2, 124 

Bacteria, in naltural wa,t(n'ri, 51, 
42, 45 

Baking powdiirn, 48 
.Barks, diHintegra-t.ion of by 
cauHlfii^ Hoda, 75 ; idinitilied 
by I'orallin soda, 100 
Bariev, in wlioatt (lour, 18; 
Mta,rcb. no 

BtHids, gla,H8, use of in mounting, 
05 


‘Beet.lo, drug-room, 2(i 
.Beuzoi-balHa<m, 108 
Bia'oHUH mexic^anuH, 15 
Blinds to shade l.ho (iyos, 5, 117 
Blood, rod corpusciles, size of, 

no 

Blood-tost, 81 

liorkhausouia. psinidospretolla, 
25, 25 

Bray(a*a anth(4minticai, 155 
Bristling, scale of, 50 

Cai^ao shell, i(kHitili(‘.ation of, 100 
Oa.(t(4no from tea, 09, 101 
Oalaudra grauaria,, 24, 20 ; 

oryzie, 24, 27 

Calcium carbonate crystals, pro- 
pa^ration of, 80 ; tost for, 80 ; 
oxala-te crystals, preparation 
of, 80 ; si^paration by chloro¬ 
form, 48; tost for, 80 ; 
snlphuric acid tc^st for, 87 ; 
sulphate in priHupitatiMl snl- 
pluir, 05 

(•alihration of i\yo-pi(’ic.e micro- 
nu'tc'r, 115 

(ja.m<M’a handa., (amstruc-tiou of, 
114 ; dra.wing with, 122 
< !auada balsam, 108 
(!autha.rid<^H, Mi^xii^an, 15 
(laroh lumn, in poultry spice 
a.nd choc()la,t<s 85 
(■assia. hark, sl.arch of, 110 
(Ja.uHtic- jHitash, 75 ; soda, 75 
(tilluloso, b’lSt for, 80 
Centrifugation, 20 
(lt5ra.tonia Hili(|ua, 85 
Chalk (linu‘ston<Oj Ihl; preci¬ 
pitated, 00 ; pr(3pared, fora- 
minifera from, 07 
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Cheese mite, 21, 22 
Chemical reagents, application 
of, 78 ; scope of employment, 
77 

Cheyletus eruditus, 23 
Chicory, powdered, 07, 09; 

separation of from coffee, 48 
Chloral hydrate solution, for¬ 
mula, 60; for lozenges, pills, 
etc., 54 

Chloroform for sedimentation, 48 
Chocolate, carob bean in, 83 
Chrysanthemum cinerariaafol- 
ium, 136 

Cinnamon bark, starch from, 116 
Clearing reagents, 60 
Clove oil, use of, 03 ; for clear¬ 
ing sections, 108, 109 
Clupea harengus, scale of, 59 ; 
pilchardus, scale of, 59 ; 
sprattus, scale of, 59 
Cocoa, detection of seed coat in, 
106 

Coco-nut shell, sections of, 71; 

detection of, 88 
Cod, scale of, 59 
Coffee, chicory in, 48; powdered, 
68 

Condenser, bull's eye, 7, 9 ; sub¬ 
stage and critical illumina¬ 
tion, 9 

Corallin, for callus of sieve 
plates, 106 

Corcyra cephalonica, 24 
Corixa mercenaria, etc., 10 
Cotton fibres, 85, 89 
Counting methods, 127 
Cousso, pollen grains in, 135 
Cresol, use of, 62 
Criteria of purity, 135 
Crude fibre, preparation of, 66; 
for counting, 135; preserva¬ 
tion of, 68 

Cuoxam, formula for, 89 
Cuticles of leaves, 70, 73 

Delafield’s Hsematoxylin, 107 
Dentifrices, 95 

Diatomaceous earth in jam, 76 
Diatoms in agar, 74; in jam, 
75 ; in water, 38, 39 


Dipping tube, 29 
Dip-woll, water from, 34 
Dissecting instruments, 11 
Dometto for bandages, 84 
Drawing, by squares, 122 ; free¬ 
hand, 118; magnifications 
for, 120; materials, 124; 
scales for, 121 ; to scale, 118 
Drug-room beetle, 20 
Drug extracts, 01 
Dust, household, in well waters, 
31, 33; road, in well waters, 
34; of shop, in sugar, 53 
Dutch method for making crude 
fibre, 60 

Electric lamps, 0 
Elutriation, 50 

Engraulis oucrasicholiis, scale 
of, 59 

Ephestia kuhniella, 23, 24 
Epidermis of loaves, 70, 73 
Extracts, green, 01 

Facing on rice, 50 
Fats and oils, solvouts for, 
GO 

Fibres, animal and vegetable, 
85, 89 

Fields for counting, selection of, 
130 

Filter paper, 84 

Fish, canned, 57 ; pastes, 59 ; 
scales, 59 

Flagellates found in waters, 40, 
41 

Flour mites, 22; moths, 24; 
self-raising, 04 ; starcdi from 
damaged grain in, 18 ; wheat, 
barley, and maize in, 18 
Fodder, mites in, 22 
Foraminifora, acetic aciid tesi. 
for, 80; in prepared chalk 
and whiting, 90 ; from natu¬ 
ral waters, 34, 35, 80 ; mount¬ 
ing of, 61 

Formaldehyde, for preserving 
crude fibre, 69 
" Fullolite ” lamp, (J 
Fungi in natural waters, 42, 
43 
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C*-adus morrhua, scale of, 59 
Oelsemium, scopoletin from, 100 
Grorxtian, gentisin from, 101, 102 
Gringer, preliminary examina¬ 
tion of, 62 
Glucosazone, 104 
Glycerin jelly, formula for, 109 
Glycine hispida, calcium oxalate 
in, 64, 65 

Glyciphagus fuscus, 21, 22; 

spinipes, 21, 22 
Gi'ain weevils, 27 
Gi'ubs in flour, etc., 23, 26 

Hiieinatoxylin, Delafield’s, 107; 

and Safranin, 107 
Haemin crystals, 81 
Hake, scale of, 59 
Herring, scale of, 59 
Heaperidin, test for, 83 
Histiogaster entomophagus, 21, 
22 

Honey, 54 

Household dust in well-water, 
31, 33 

Humus in water deposits, 33 
Hydrastis, hydrastine from, 101, 
102 

Hydrochloric acid, for removal 
of starch, 72 ; as a reagent, 81 
Hydrofluoric acid, 71 

Illumination, 5; critical, 8; 
dark-ground, 9 ; for drawing, 
117 

Infusoria in natural waters, 42, 
43 

Ink, Indian, 124 
Insect flowers, 136 ; larvso in 
natural waters, 46, 47 
Insect parts, mic-rosoopical ex¬ 
amination of, 16 ; mounting 
of, 62 

Insects in poultry spices, 15; 
mounting of, 62 

Iodine and sulphuric acid for 
cellulose, 86 
Iodine water, 79 
Ipecacuanha root, starch of, 116 
Iron rust in water deposits, 32,82 
Irrigation by tost liquids, 78 


Jams, 53; agar-agar in, 75; 
diatoms in, 75; apple pulp 
in iodine test, 80; search for 
endocarp of apple in, 53 
Jujubes, agar-agar in, 74 

Kiesel^hr, 76, 91 
Kneading flours to remove 
starch, 18 

Lactosazone, 104, 105 
Lamp for the microscope, 7, 8 
Larvae of insects, 26, 46, 47 
Leaf cuticle, separation by 
caustic alkali, 73; by nitric 
acid, 70 

Lenses, selection of, 3 
Light Alter, 7 

Lignified tissues, phloroglucin 
test, 88 

Limestone, foraminiferous, 50 
Lozenges, disintegz*ation of, 54 
Lycopodium for quantitative 
work, 127, 128 ; method, 127; 
number of spores per milli¬ 
gram, 129 

Magnifications suitable for draw¬ 
ings, 120 

Maize in wheat flour, 18; starch, 
number of grains per milli 
gram, 131 

Maltosazone, 104, 105 
Mange parasites, 57, 58 
Merluccius vulgaris, scale of, 59 
Mexican cantharides in poultry 
spice, 15 

Microchemical testing, 77 
Microchemistry, 91 
Micrometers, description of, 111 
Micrometry, 114 
Micron, definition of, 116 
Microscope, 1 ; use of in chem¬ 
ical analysis, 77; toxicology, 
91 

Microsublimation of active prin¬ 
ciples, 99 

Mites, in natural waters, 46, 47 ; 
in wheat flour, 21, 22; of 
mange, 57, 58 
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Moorland water, deposit from, 
31 

Moth scales from natural waters, 
44, 45 

Moths, in flour, fodder, etc., 23-- 
25; wings of, dry mounting 
of, 23 

Mounting and staining sections, 
107; dry objects, 23 ,* in 
sandarac, 62 ; Canada bal¬ 
sam, 108 ; in glycerin jelly, 
109 ; insect parts, 62 ,* use of 
beads in, 63 ; without pres¬ 
sure, 63 

Mucilage of tragacanth, 129; 
ruthenium red test for, 106 

ITeedles, 10, 11 
Nitric acid, uses of, 70 
Notonecta undulata in poultry 
food, 15, 17 

'Objectives, 3 
Odours in waters, 35 
CEcophora pseudospretella, 23, 
24, 25 

Oils as suspending agents, 129; 

removal from powders, 60 
Oily powders, phenolic moun- 
tants for, 63 

Ointments, examination of, 64 
Olive stones, softening by acids, 
70, 71 ; detection of, 88 
Osazones of glucose, maltose 
and lactose, 104, 105 

Paper for drawings, 124 
Peach stones, softening of, 71 
Pearl tapioca, 51, 52 
Peaty matter in water deposits, 
82 

Pepper, black, crude fibre of, 
112 ; hairs in, 17, 112 
Phenols, use of, 62 
Phlorogluein as a reagent, 88 
Picric acid as a reagent, 84 
Pilchard, scale of, 59 
Pills, examination of, 55 
Piper nigrum, 17, 112 
Planarian worms, 32 
Polariseope, 4 


Pond water, characteristics of, 5 
Potash, use of, 73 
Precipitation, miclirocemical, 
103 

Protozoa in natural waters, 42, 
43 

Psoroptes equi, 58 
Purity, criteria of, 135 ; of 
Cousso, insect flowers, etc., 
135, 136 

Quantitative microscopy, 120 ; 

standard numbers, 129 
Quillaia bark, calcium oxalate 
from, 48 

Rain water, characters of, 31 
Reagents, chemical, application 
of, 78 

Red earth in water deposits, 82 
Reinsch test for arsenic, 98 
Rhamnus cathartica, enclosures 
in leaves of, 83 

Rhubarb petioles in jam, 54 ; 
root, microsublimate from, 
101, 103 

Rice, facing on, 50 
River water, characters of, 32 
Road dust in well waters, 34 
Rotifers in natural waters, 44, 45 
Ruthenium red for mucilage, 100 

Safranin for Hgnified tissues, 107 
Sago, examination of, 51, 52 
Salmo salar, scale of, 59 
Salmon, scale of, 59 
Sandarac as a mountant, 63, 74 
Sarcoptes equi, 58 
Sardine, scale of, 59 
Schulze’s maceration fluid, 70 
Scopoletiu from gelsemium root, 
100 

Sections, staining of, 107 
Sedimentation, 28 ,* in liquids 
other than water, 48 
Seed coats, disintegration of, 73 
Seeds, weed and farm, 14 
8glf-raising flour, 64 
Se'^age in water, 31 
Sifting as a preliminary oper- 
l^ion, 14 
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Sitodrepa panicea, 24, 26 
Skin flakes in water, sugars, etc., 
79, 80 

Soda, caustic, uses of, 73, 82 
Solvents for fats and oils, 60 
Soup, separation of arsenic 
from, 99 
Soy bean, 64, 65 
Speera ” binocular magnifier, 
11 

Sphagnum bog, water from, 32 
Spices for cattle and poultry, 14 
Sponge spicules, 42, 75 
Sprat, seal© of, 59 
Spring water, characters of, 31, 
32 

Squared micrometer, 113 
Stains and staining, 106 
Starch added to flour, 132 ; 
grains from well water, 35 ; 
grains per milligram of starch, 
131 ; from barley, 116; 
maize, 19 ; potato, 36; rice, 
19; sago, 51, 52; tapioca, 
51, 52; wheat, 19 ; prepara¬ 
tion of, 18 

Stops for dark-ground illumina¬ 
tion, 10 

Suberised walls, 85 
Sublimation, 98; books on, 100, 
141 

Sugars, examination of, 53 
Sulphur, examination of, 92 ; 
flowers of, 92 ; milk of, 93 ; 
ointment, 94; precipitated, 
93 ; roll, powdered, 92 ; sub¬ 
limed, 92 

Sulphuric acid, uses of, 74, 85, 86 
Surface water, character of 
deposit from, 31 
Suspending agents for quanti¬ 
tative work, 129 
Suspensions, preparation of, 134 
Swift-Ives drawing camera, 114 
Symbiotes equi, 58 


Tablets, disintegration of, 55 
Talc from rice, 50 
Tapioca, examination of, 51, 52 
Tea, caffeine from, 99, 101 
Teichmann’s crystals, 81 
Tooth powders, 95 
Tragacanth mucilage, 129 
Tyroglyphus siro, 21, 22 ; lon- 
gior, 21, 22 

Urine, deposits from, 28 

Vegetable drug adulterants, 103 
Viscera, separation of arsenic 
from, 98 

Water beetle, 15 ; boatman, 15, 
17 ; bugs, 15, 16, 17 ; de¬ 
posits, collection of, 28 ; ex¬ 
amination of by hydrochloric 
acid, 81 ; examples of, 32 ; 
sketching, 118, 119 ; test for 
woody dust in, 88 ; fleas in 
natural waters, 44, 45 ; mites, 
46, 47 

Waters, odours in, 35 
Weevils, 27 
Well waters, 33, 34 
Wet ash, preparation of, 74 
AVheat starch, 19 
Whiting, 96 

Wings of moths, preparation of, 
23 

Wood dust in water deposits, 88 ; 

pulp, mechanical, 88 
Woody tissues, disintegration of, 
70, 71 

Wool, soluble in soda, 84; 

stained by picric acid, 84 
Work-table, 4 

Worms in flour, 20, 26 ; natural 
waters, 46, 47 

Xylol-balsam, 108 



